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The  Board  of  Gas  and  Electric  Light  Comniissioners  respect- 
fully submits  its  Sixth  Annual  Report. 

There  was  a  change  in  the  Board  in  July  last,  at  the  expiration 
of  the  term  of  Maj.  Edward  T.  Rowell,  who  had  been  a  member 
of  the  Board  since  its  organization.  His  associates  desire  to 
record  their  high  estimation  of  his  services. 

The  last  year  seventy-three  gas  companies  and  sixty  electric 
light  companies  made  returns.  As  twenty-one  of  the  gas  com- 
panies were  also  engaged  in  the  business  of  furnishing  electric 
light,  with  a  probability  that  the  number  will  increase,  it  was 
deemed  best  to  issue  a  form  of  return  adapted  to  both  gas  and 
electric  companies.  It  was  found  that  thereby  a  repetition  of  the 
balance  sheets,  profit  and  loss  accounts,  and  of  much  other 
matter,  could  be  saved. 

The  law  requires  the  companies  to  make  their  returns  to  the 
Board  on  or  befoi-e  the  second  Wednesday  of  September  for  the 
year  ending  the  thirtieth  day  of  June  previous.  The  time  thus 
given  is  ample,  but  onl}'  twenty-seven  gas  eompanies  and  fifteen 
electric  companies  seasonably  complied  with  the  statute.  The 
suggestion  is  renewed  that  the  Legislature  consider  the  expediency 
^  of  affixing  a  penalty  for  delay  hereafter  in  this  respect.  The 
~  present  remedy  is  by  reporting  the  delinquency  to  the  Attorney- 
\.  General,  who  proceeds  before  the  courts  with  the  request  that  the 
companies  be  enjoined  from  doing  business  until  they  shall  have 
"T  made  report.  Process  has  been  instituted  against  fourteen  com- 
[40  panics,  but  only  after  two  urgent  notices  sent  by  the  Board  to 
each  company  had  failed  to  bring  a  response.  A  fine  for  each 
day's  delay,  as  in  the  case  of  railroad  companies,  would  doubtless 
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be  effective,  and  thus  allow  the  time  needed  to  correct  and 
tabulate  the  numerous  details  of  the  returns.  If  the  returns  were 
promptly  filed,  the  time  left  for  compiling  and  printing  the  data 
would  be  sufficient ;  but,  with  the  tardy  practice  of  the  companies, 
the  Board  is  now,  as  formerly,  unable  to  have  its  annual  report 
seasonably  printed  for  the  use  of  the  Legislature. 

The  Board,  in  its  examination  of  the  condition  of  companies, 
has  discovered  some  instances  of  an  unlawful  increase  of  capital 
stock,  and  in  two  cases  the  shares  so  issued  have  been  called  in 
and  surrendered.  Other  companies  have  sought  its  advice  con- 
cerning the  legality  or  wisdom  of  enlarging  their  capital.  The 
surrender  or  cancellation  of  shares  is  sometimes  a  hardship  on  the 
owner,  and  always  annoying.  The  amount  of  capital  stock  is 
usually  of  vital  consequence  to  the  consumers  or  patrons  of  a 
company.  It  should  be  kept  at  the  lowest  practical  point,  as  the 
best  guaranty  for  cheap  light,  as  well  as  for  reasonable  dividends. 
Some  of  the  companies,  managed  by  men  of  a  speculative  turn  of 
mind,  manifest  a  desire. that  every  expenditure  for  construction 
or  improvement,  or  a  rise  in  the  market  value  of  plants,  shall  be 
represented  by  interest-bearing  dividend  scrip  or  by  new  shares 
of  stock,  on  which  it  is  proposed  to  pay  the  usual  dividends,  at 
least  until  the  stock  is  palmed  upon  innocent  buyers.  To  avoid 
disappointment  and  loss  by  such  stockholders,  whenever  the  law 
shall  be  applied  regulating  the  price  of  light,  which  intelligent 
consumers  ask  to  have  fixed  on  the  basis  of  actual  or  necessary 
cost  and  reasonable  dividends,  it  is  suggested  that  the  issue  of 
such  scrip  be  prohibited,  and  that  the  prior  assent  of  the  Board  to 
a  new  issue  of  stock  be  required  by  statute. 

The  question  of  consolidation  of  gas  and  electric  light  com- 
panies has  been  brought  before  the  Board  during  the  year  in  two 
strongly  illustrative  cases,  which  arose  on  the  petitions  of  the 
North  Adams  and  Worcester  gas  light  companies.  A  statement 
of  the  facts  and  the  views  of  the  Board  will  be  found  in  the 
decisions  printed  in  a  later  portion  of  the  report.  Such  com- 
panies ought  not  to  be  allowed  to  combine  unless  it  is  made 
probable  that  they  and  the  community  will  thereby  gain  some 
mutual  benefit,  and  it  is  clearly  proven  that  the  consumers  will 
receive  no  detriment.     These  two  cases  presenting  such  different 
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couditioDS  clearly  show  the  wisdom  of  referring  to  some  disinter 
ested  tribunal  the  proposals  for  such  consolidations. 

As  questions  were  pending  before  the  Attorney-General  at  the 
time  the  blank  returns  were  distributed  in  June,  concerning  the 
legal  status  of  the  Suburban  Light  and  Power  Company,  none 
were  sent  to  that  company.  The  Attornery-General  having  near 
the  close  of  the  year  declined  to  intervene  or  allow  a  process  in 
his  name  against  the  company,  a  description  of  the  company  and 
its  business  will  be  incorporated  in  the  report,  so  far  as  feasible, 
in  the  brief  time.  The  principal  facts  in  relation  to  the  company, 
as  understood  by  the  Board,  will  be  found  in  the  report  under  the 
title  "Violation  of  Laws." 

Since  the  repeal  by  the  last  Legislature  of  the  limit  of  carbonic 
oxide  in  gas,  there  has  been  no  legal  obstacle  against  the  manu- 
facture of  water  gas.  Before  the  repeal  there  were  both  coal  and 
water  gas  in  Boston  proper,  the  Charlestown  district,  Worcester, 
Fall  River  and  Spencer.  In  those  places  the  two  gases  were 
mixed.  In  Amesbury  and  Cottage  City  there  were  only  water- 
gas  plants.  The  gas  companies  in  Lawrence  and  Pittsfield  have 
recently  added  water-gas  works.  In  Athol,  where  a  water-gas 
plant  was  formerly  used,  only  coal  gas  is  now  made.  During  the 
latter  part  of  the  year,  owing  to  the  scarcity  of  gas  coal,  some 
of  the  companies  have  made  a  larger  portion  of  water  gas  than 
formerly. 

Notwithstanding  the  steady  progress  of  electric  lighting,  it  still 
appears  that  there  has  been  in  a  large  majority  of  places  a  gradual 
increase  in  the  consumption  of  gas.  It  is  only  by  continued 
observation  and  numerous  practical  tests  that  the  comparative 
cost,  value  and  various  uses  of  electricity  and  gas  for  light  can 
be  finally  determined.  As  yet,  the  cost  of  gas  can  be  estimated 
more  closely  than  the  cost  of  electric  light.  But  the  study  now 
devoted  to  the  subject  by  electrical  engineers,  the  information  and 
details  called  for  by  the  Board  and  cheerfully  furnished  by  the 
companies,  it  is  hoped  will  soon  supply  data  for  calculating  with 
more  accuracy  the  cost  of  electric  light.  There  has  been  con- 
siderable improvement  in  the  returns  of  the  electric  companies, 
and  most  of  them  have  shown  a  desire  to  perfect  their  system  of 
keeping  accounts. 
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Electric  meters  have  become  more  general  in  use,  although  little 
has  been  accomplished  during  the  year  in  lessening  their  cost. 
The  Board  continues  to  receive  inquiries  in  regard  to  the  real 
candle  power  of  the  different  electric  lights,  and  recommends  that 
it  be  given  the  power  in  its  discretion  at  any  time  to  obtain  through 
a  competent  expert  a  test  of  the  candle  power  of  electric  lights. 
Such  tests  would  be  important,  if  not  indispensable,  in  cases 
where  the  Board  is  called  upon  to  fix  the  price  of  electric  light. 
The  further  suggestion  is  respectfully  submitted,  that  it  would  be 
a  convenience  if  the  report  of  the  State  inspector  of  gas  and  gas 
meters  could  be  combined  with  the  report  of  the  Board.  It  is 
believed  that  such  a  provision  would  meet  the  approval  of  that 
official. 

The  recommendation  is  renewed  that  the  law  should  be  changed 
so  as  to  allow  a  larger  appropriation  for  the  incidental  expenses 
of  the  Board,  which  have  necessarily  increased  since  it  was  given 
the  supervision  of  electric  light  companies. 

The  Merchants'  Electric  Company  in  February  last  brought 
process  in  the  Supreme  Judicial  Court  against  the  Board,  for  the 
purpose  of  setting  aside  its  decision  rendered  on  the  petition  of 
the  Clinton  Gas  Light  Company,  appellant,  which  may  be  found 
in  the  fifth  annual  report  of  the  Board,  page  93.  The  proceedings 
are  still  pending  in  court. 

Petitions  were  brought  by  F.  M.  Gilley  and  W.  S.  Moody  that 
the  Chelsea  Gas  Light  Company  be  directed  to  supply  them  with 
incandescent  electric  light.  After  informal  hearings  the  company 
consented  to  comply  with  their  requests.  By  another  petition  on 
which  a  decision  has  not  yet  been  rendered,  the  Board  is  asked  to 
require  the  same  company  to  furnish  electric  light  at  all  hours  of 
the  day. 

Some  surprise  has  been  privately  as  well  as  publicly  expressed, 
that  the  Board  has  not  assumed  to  regulate  the  price  or  quality  of 
light  as  often  as  the  conditions  might  seem  to  warrant.  By 
reference  to  the  statute  on  the  subject  (chapter  314,  section  9, 
Acts  of  1885),  it  will  be  seen  that  the  Board  cannot  act  in  the 
premises  except  "  upon  the  complaint  in  writing  of  the  mayor  of 
a  city  or  the  selectmen  of  a  town  in  which  a  gas  company  is 
located,  or  of  twenty  consumers  of  such  company."     The  provi- 
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sion  by  a  later  statute  was  also  made  applicable  to  electric  light 
companies.  The  question  of  fairness  of  price  cannot  be  hastily 
passed  upon,  for  it  involves  a  thorough  study  into  the  history  and 
affairs  of  a  company ;  and  the  cause  of  a  defect  in  quality,  and 
the  remedy,  can  often  be  ascertained  only  by  careful  inspection 
and  examination  of  the  various  parts  of  a  plant,  the  materials 
used,  and  the  methods  of  manipulation.  It  is  proper  that 
proceedings  in  such  cases  should  be  begun  by  written  complaint. 
The  suggestion  has  been  made  to  the  Board  that  the  number  of 
petitioners  required  should  be  lessened,  and  the  matter  may  be 
deemed  worthy  of  attention. 

New  England   Shoe   &  Leather  Association  and  De  L. 
Sheplie,  et  al.,  Petitioners. 

The  New  England  Shoe  and  Leather  Association,  owning  the 
building  numbered  114  and  116  on  Bedford  Street,  and  De  L. 
Sheplie  and  George  E,  Henry,  lessees  of  the  building  numbered 
129  to  137  on  Kingston  Street,  both  situated  in  Boston,  present 
separate  petitions  praying  that  the  Edison  Electric  Illuminating 
Company  of  Boston  may  be  ordered  to  supply  them  with  electricity 
for  lighting  their  respective  buildings.  The  petitions  are  brought 
under  the  provisions  of  section  5,  chapter  346,  Acts  of  1886,  which 
were  extended  by  section  2,  chapter  382,  Acts  of  1887,  "  so  as  to 
include  and  apply  to  all  companies  engaged  in  the  manufacture 
and  sale  of  electric  light."  The  petitioners  and  the  Edison  Com- 
pany were  represented  by  counsel,  and  the  cases  heard  together. 

The  first-mentioned  section  is  as  follows  :  — 


Sect.  5.  Upon  the  petition  in  writing  of  any  person  who  has  a 
residence  or  place  of  business  in  a  city  or  town  where  a  company  is 
engaged  in  the  manufacture  and  sale  of  gas  for  lighting  or  for  fuel, 
and  who  is  aggrieved  by  the  refusal  or  neglect  of  such  company  to 
supply  him  with  gas,  the  board  of  gas  commissioners  shall  have  author- 
ity to  issue  an  order  directing  and  requiring  such  comijany  to  supply 
such  person  with  gas  for  either  of  said  purposes,  upon  such  terms 
and  conditions  as  are  legal  and  reasonable.  Said  board  shall  not  issue 
its  order  under  this  section  except  after  a  notice  to  such  company, 
directing  it  to  appear  at  a  time  and  place  therein  named,  to  show 
cause,  if  any  there  be,  why  the  prayer  of  such  petition  should  not  be 
granted. 
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Each  of  said  buildings  contains  steam  power  and  aa  electric 
light  plant  with  incandescent  lamps.  The  petitioners  desire  the 
current  from  the  Edison  wires,  now  laid  through  said  streets,  when 
the  dynamos  in  the  buildings  are  not  running,  and  especially  after 
six  o'clock  in  the  evening. 

The  Edison  company  object  to  supplying  the  current,  chiefly 
on  the  ground  that  the  buildings  are  not  furnished  with  Edison 
lamps.  It  put  in  evidence  a  contract  dated  Jan.  29,  1886,  with 
the  parent  Edison  company,  whereby,  as  it  claims,  it  agreed  not 
to  use  or  supply  current  for  any  but  Edison  lamps.  The  cases 
will  be  considered  on  the  assumption  that  the  contract  contains  in 
effect  such  agreement. 

As  the  contract  was  made  prior  to  the  enactment  of  the  statute 
of  1887,  above  cited,  it  is  contended  that  the  statute  would  be  a 
"  law  impairing  the  obligation  of  contracts,"  if  it  be  construed 
as  giving  authority  to  direct  a  supply  for  other  lamps  in  violation 
of  the  said  contract.  This  raises  an  important  question,  which 
deserves  careful  consideration.  The  Boston  Edison  company  was 
organized  under  the  Public  Statutes  in  1885,  for  the  purpose,  as 
expressed  in  its  charter,  of  a  "general  business  of  producing, 
using,  applying  and  selling  light,  heat  and  power  generated  by 
means  of  electricity,  and  the  business  of  producing,  applying  and 
selling  electricity,  magnetism,  steam  and  other  forces  and  energies 
for  practical  service  for  light,  heat,  power  and  other  uses." 

Charters  of  corporations  granted  in  the  State  since  1830  have 
been  subject  to  amendment  and  alteration.  But  in  the  adoption 
of  the  Public  Statutes  of  1882  the  Legislature  made  a  more 
specific  reservation  of  its  powers  in  reference  to  certain  corpora- 
tions in  the  last  clause  of  section  2,  chapter  105,  which  provides 
that  "  all  corporations  organized  under  the  general  laws  shall  be 
subject  to  such  laws  as  may  be  hereafter  passed  and  applicable 
thereto." 

It  is  evident  that  the  Edison  company,  when  it  accepted  its 
charter,  had  full  knowledge  and  notice  that  it  would  be  subject  to 
the  laws  which  the  Legislature  might  subsequently  pass  in  relation 
to  such  corporations.  Admitting  that  the  statute  under  which  the 
petitions  are  brought  is  one  which  could  be  lawfully  enacted  and 
made  binding  upon  then  existing  electric  lighting  corporations  in 
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general,  is  it  reasonable  that  a  company  should  shield  itself  from 
its  operation  by  entering  into  a  contract  in  advance  that  it  will  not 
do  the  things  which  otherwise  would  be  imposed  upon  it  by  the 
law?  If  this  can  be  done,  a  ready  way  is  open  by  which  the 
burdens  of  proposed  legislation  can  be  avoided. 

It  has  been  determined  repeatedly  by  our  highest  courts  that 
the  provision  in  the  United  States  constitution,  prohibiting  a  State 
from  passing  any  "  law  impairing  the  obligation  of  contracts," 
does  not  diminish  the  police  powers  of  the  Legislature.  Those  are 
inherent  in  the  State  government,  and  in  their  exercise  it  is  the 
right  and  duty  of  the  State  to  pass  laws  securing  to  its  citizens, 
among  other  things,  safety  and  convenience.  It  would  seem  a 
proper  use  of  the  power,  greatly  for  the  protection  and  benefit  of 
consumers  and  the  public,  that  a  company  chai'tered  for  the  ex- 
press object  of  selling  light  or  electricity,  and  given  the  privilege 
of  occupying  the  highways  with  its  wires  and  structures,  should  be 
under  obligation  to  furnish  the  same  when  it  can  conveniently  be 
done,  thereby  saving  the  necessity  of  encumbering  the  streets  by 
numerous  and  dangerous  wires,  the  laying  and  repair  of  which  so 
frequently  interrupt  public  travel. 

The  people  obtain  both  greater  safety  and  convenience  by  the 
enactment  and  application  of  the  statute  ;  indeed,  it  is  difficult  to 
suppose  a  more  apt  and  reasonable  police  regulation.  The  legis- 
lation of  recent  years,  providing  for  the  supervision  of  such  cor- 
porations by  State  officers,  and  placing  upon  the  companies  the 
duty  of  supplying  all  within  proper  limits,  has  changed  the  char- 
acter of  these  corporations.  They  are  now  in  many  respects 
public  rather  than  private  bodies  ;  while  their  duties  are  increased 
the  statutes  by  other  provisions  guard  the  companies  against  need- 
less and  injurious  competition.  The  burdens  must  accompany  the 
benefits.  All  persons  who  contract  with  corporations  of  this  kind 
are  presumed  to  do  so  with  a  knowledge  of  the  laws,  and  contracts 
must  be  subordinate  to  the  rules  and  obligations  which  the  Legis- 
lature may  from  time  to  time  adopt,  in  the  exercise  of  its  reserved 
powers. 

To  require  the  company  to  supply  other  lamps  than  the  Edison 
does  not  infringe  or  violate  any  of  its  chartered  rights,  one  of  the 
purposes  expressed  in  its  organization  and  charter  being  "selling 
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electricity,  magnetism,  steam  and  other  forces  and  energies  for 
practical  service  for  light." 

It  was  further  stated  by  the  Edison  company  that  the  lamps 
installed  in  the  buildings  were  of  different  voltage,  not  perfectly 
or  with  the  best  economy  adapted  to  the  current  of  the  Edison 
street  circuit.  If,  however,  any  loss  to  the  petitioners  in  the  life 
or  illumination  of  the  lamps  should  i^esult  from  this  cause,  it  will 
not  be  fairly  attributable  to  the  Edison  company,  and  the  com- 
pany will  suffer  no  damage,  as  the  amount  of  current  supplied  to 
its  customers  for  light  is  measured  by  meter,  and  its  charges  for 
the  same  are  based  on  the  quantity  so  indicated. 

An  additional  reason  given  by  the  Edison  company  why  it  ought 
not  to  be  compelled  to  connect  with  the  building  of  the  New  Eng- 
land Shoe  and  Leather  Association  was,  that  the  plant  in  the 
building  is  of  the  two-wire  system,  while  the  street  circuit  of  the 
company  has  three  wires.  The  experts  who  testified  at  the  hear- 
ing substantially  agreed  that  an  even  distribution  of  lights  on  the 
two  sides  of  a  three-wire  circuit  is  required  for  its  proper  opera- 
tion ;  otherwise  some  lights  will  be  more  brilliant  than  others,  and 
the  service  unsatisfactory.  As  the  building  is  six  stories  in 
height,  with  lamps  on  each  floor,  it  was  suggested  that  the  lamps 
in  a  part  of  the  stories  could  be  connected  with  one  side  and  the 
rest  with  the  other  side,  of  the  circuit. 

A  more  minute  division,  were  it  not  for  the  expense  of  altera- 
tions, would  doubtless  be  desirable,  there  being  over  a  thousand 
lamps  throughout  the  building.  The  position  of  the  Edison 
company  was,  that  it  is  advisable  to  divide  the  lights  of  a  room, 
X)r  even  of  a  chandelier,  which  has  any  considerable  number  of 
lights,  between  the  two  sides  of  the  circuit,  and  that  such  practice 
ought  to  be  followed  as  closely  as  possible. 

There  was  evidence  that  the  architects  were  notified  in  advance 
that  three  wires  would  be  necessary  if  it  was  the  intention  to 
connect  with  the  public  system.  This  information,  unfortunately, 
did  not  come  to  the  knowledge  of  the  owner  of  the  building.  It 
seemed  to  be  conceded  that  the  wiring  with  three  wires,  while  the 
ouilding  was  in  process  of  construction,  would  have  cost  no  more 
than  with  the  two  wires. 

The  Edison  company,  if  its  other  objections  should  be  found 
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invalid,  indicated  a  willingness  to  supply  the  building,  in  view  of 
the  exceptional  circumstances  of  the  case,  provided  the  three-wire 
system  shall  be  carried  to  the  point  of  distribution  on  each  floor. 
The  Board  believes  that  alterations  to  that  extent  at  least  should 
be  made,  and  that  then  the  company  ought  to  connect  its  wires 
with  those  in  the  building. 

Orders  are  therefore  adopted,  in  the  first  case  with  the  qualifica- 
tion mentioned,  directing  the  Edison  company  to  supply  the 
petitioners  with  electricity  for  lighting  their  respective  buildings. 

Authorization  of  Gas  Companies  to  furnish  Electric  Light. 

The  Danvers  Gas  Light  Company,  which  was  authorized  by  the 
Board  in  1889  to  furnish  electric  light,  has  erected  no  plant  for 
the  purpose,  and  the  authority  has  therefore  become  void. 

In  the  following  cities  and  towns  the  companies  supply  both  gas 
and  electric  light :  — 

Amherst,  Fitchbm-g,  North  Adams, 

Athol,  Holyoke,  Southbridge, 

Beverly,  Lawrence,  Spencer, 

Brookline,  Lee,  Stoughton, 

Charlestown,  I-^ynn,  Wakefield, 

Chelsea,  jSfewburyport,  Waltham, 

Clinton,  New  Bedford,  Webster, 

Cottage  City,  Newton,  Westfield, 

Only  two  petitions  have  been  acted  upon  the  last  year,  that  of 
the  North  Adams  Gas  Light  Company,  which  was  allowed,  and 
that  of  the  Worcester  Gas  Light  Company,  which  was  refused. 
A  report  of  each  case  follows. 

North  Adams. 
On  the  petition  of  the  North  Adams  Gas  Light  Company  for 
authority  to  furnish  electric  light  and  power,  and  in  accordance 
with  the  notice  issued  in  like  cases,  a  hearing  was  given  in  North 
Adams.  The  petitioner  and  the  North  Adams  Electric  Light  and 
Power  Company  were  the  only  parties  represented.  The  stock- 
holders of  the  gas  company  had  passed  the  requisite  vote  to 
engage  in  the  electric  business.  The  electric  company  expressed 
a  willingness  to  sell  its  property  to  the  gas  company  in  case  a 
union  of  the  business  should  be  deemed  desirable.     The  capital  of 
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the  electric  company  was  $7,500.  Its  plant,  consisting  of  the 
electrical  apparatus  and  an  engine,  had  cost  between  $12,000  and 
$13,000.  It  owned  no  steam  plant,  but  hired  its  power.  The 
gas  company  had  $50,000  in  capital  stock,  and  a  surplus  of 
$19,000,  of  which  $7,000  was  in  cash.  The  population  of  the 
town  was  estimated  about  15,000.  There  was  vacant  land  at 
the  gas  works  suitably  and  conveniently  located,  to  which  the 
petitioner  proposed  to  move  the  electric  machinery  if  allowed  to 
engage  in  the  business.  It  was  stated  with  confidence  by  the 
representative  of  the  petitioning  company  that  no  increase  of  its 
capital  stock  would  be  necessary  in  carrying  on  both  kinds  of 
lighting.  Before  the  case  was  finished,  the  gas  company  or  its 
shareholders  had  purchased  all  the  stock  of  the  electric  company. 
At  meetings  of  the  stockholders,  duly  called  for  the  purpose, 
votes  were  unanimously  passed  empowering  the  directors  of  the 
respective  companies  to  effect  a  transfer  of  the  franchises  and 
property  of  the  electric  company  to  the  gas  company,  and  agree- 
ments of  purchase  and  sale  were  executed.  The  size  of  the  town, 
the  limited  amount  of  business  of  each  company,  the  incomplete 
condition  of  the  electric  works,  the  reduction  of  capital  by  the 
combination,  and  the  fact  that  the  two  works  would  be  brought 
together,  were  given  and  considered  among  the  substantial  reasons 
why  the  gas  company  could  produce  electric  light  more  cheaply 
than  could  a  separate  electric  company.  The  petition  was  allowed. 
The  electric  works  have  been  moved  to  the  land  of  the  gas  com- 
pany, and  have  there  been  completed  and  considerably  enlarged. 
There  has  been  no  increase  of  the  capital  stock  of  the  gas  com- 
pany, and  its  treasurer  informs  the  Board  that  there  is  no  likeli- 
hood of  its  being  changed  from  its  present  amount. 

AVORCESTER. 

This  was  an  application  by  the  Worcester  Gas  Light  Company, 
under  the  Acts  of  1887,  chapter  385,  for  authority  to  engage  in 
the  business  of  generating  and  furnishing  electricity  for  light  and 
power,  in  all  the  territory  in  which  it  is  authorized  to  supply  gas. 
A  public  hearing  was  given  in  Worcester.  The  petitioner  and  the 
Worcester  Electric  Light  Company  were  represented  by  counsel, 
the  latter  in  favor  of  the  petition.     It  appeared  in  evidence  that 
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the  vote  required  by  statute  bad  been  passed  by  the  gas  company, 
that  it  had  also  voted  to  purchase  the  property  of  the  electric  light 
company,  and  that  the  latter  had  voted  to  sell  all  its  property, 
rights  and  franchises  to  the  former.  Counsel  for  the  petitioner, 
at  the  hearing,  informed  the  Board  that  it  was  the  understanding 
between  the  companies  that  the  gas  company  should  take  all  the 
stock  of  the  electric  company,  2,000  shares,  and  issue  therefor  to 
the  shareholders  of  the  latter  company  2,000  shares  of  stock  of 
the  Worcester  Gas  Light  Company.  From  the  contract  of  sale 
which  was  subsequently  submitted,  it  appeared  that  the  gas  com- 
pany was  to  pay  to  the  electric  company  the  proceeds  of  the  sale, 
at  auction,  of  2,000  shares  of  the  stock  of  the  former,  for  the 
entire  property  and  franchises  of  the  latter,  and  to  assume  its 
debts.  The  present  capital  of  the  gas  company  is  $500,000,  and 
of  the  electric  light  company  $200,000,  and  the  combined  debts 
considerably  exceed  $100,000.  It  appeared  that  the  market  value 
of  the  gas  stock  was  about  165,  and  of  the  electric  not  over  140, 
but  little  of  either  being  upon  the  market. 

Very  little  other  evidence  was  introduced,  and  the  petitioners 
seemed  to  rest  their  case  chiefly  upon  the  ground  that  both  com- 
panies had  voted  for  the  consolidation,  and  that  no  one  appeared 
at  the  hearing  to  oppose  it. 

Such  reasons  the  Board  has  not  heretofore  regarded  as  suf- 
ficient. In  considering  one  of  the  earliest  cases  presented,  the 
petition  of  the  New  Bedford  Gas  Light  Company,  it  says  :  "It 
seems  to  be  the  view  of  the  petitioner  that  the  consideration  of  its 
request  was  mostly  a  formal  matter,  and  that,  upon  conforming 
to  the  conditions  made  by  law,  its  request  would  be  granted  as  a 
matter  of  course.  Upon  a  careful  review  of  the  situation,  the 
Board  was  unable  to  agree  with  this  viewof  the  statute  ;  and,  as 
no  effort  has  been  made  to  show  any  benefit  likely  to  accrue  from 
the  consolidation  proposed,  there  seemed  no  sufficient  reason  for 
granting  the  prayer  of  the  petitioner." 

From  observation  since  that  time,  the  Board  has  been  confirmed 
in  its  position.  Consolidation  is  not  always,  or  necessarily,  a 
benefit ;  it  may  or  may  not  be.  Its  expediency  must  depend 
entirely  upon  local  conditions.  They  alone  must  determine 
whether  an  advantage  is  to  be  gained,  either  by  the  public  or  the 
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stockholders  ;  whether,  in  fact,  it  may  not  bring  serious  injury  to 
all  concerned.  Such  a  course  may  develop  activity  in  the  stock 
of  the  two  concerns,  usually  increasing  its  amount  or  apparent 
value,  and  thus  giving  to  some  an  opportunity  for  profit. 

Any  such  benefit  must  be  for  the  few  only,  and  cannot  be  in- 
fluential in  deciding  a  question  of  this  importance.  The  cases  here- 
tofore acted  upon,  have  been  either  in  small  towns,  or  where  special 
conditions  gave  substantial  promise  of  some  advantage  to  the 
companies  or  consumers,  thereby  rendering  such  a  union  ex- 
pedient or  necessary.  The  Board  has  never  before  been  asked  to 
approve  a  consolidation  in  any  of  the  larger  cities  of  the  State, 
and  is  not  aware  that  it  is  desired  by  any  other  companies  simi- 
larly situated.  The  population  of  Worcester  is  about  85,000  ; 
there  is  no  city  in  the  United  States  of  equal  size  in  which  the 
lighting  is  done  by  a  single  company,  nor  are  such  combinations 
generally  favored  by  those  best  acquainted  with  the  business. 

The  case  presented  by  the  petition  is  a  new  one.  It  is  not  to 
be  overlooked  that  the  interests  of  the  companies  and  consumers 
have  much  in  common.  If  a  consolidation  shall  bring  increased 
strength  and  a  larger  measure  of  prosperity  to  the  corporations, 
some  share  in  these  advantages  will  be  received  by  the  com- 
munity ;  but  if  instead  it  is  to  bring  weakness,  the  public  is  sure 
to  be  injured  through  failure  to  secure  the  best  service  and  the 
lowest  rates. 

The  decision  of  a  question  of  so  great  importance  cannot  rest 
upon  the  few  suggestions  made  at  the  hearing.  The  Board  has 
therefore  endeavored  to  make  a  careful  study  of  the  two  com- 
panies ;  their  history,  and  the  local  conditions  affecting  them  ;  and, 
as  a  part  of  this  work,  a  thorough  examination  of  the  records  and 
accounts  of  both  has  been  made. 

The  electric  light  company  was  organized  early  in  the  year 
1884,  and  has  been  engaged  in  business  continuously  since  that 
time.  A  large  proportion  of  its  business  has  been,  and  is  to-day, 
arc  lighting.  It  has  just  completed  the  construction  and  equip- 
ment of  a  plant,  costing,  for  land,  building,  appliances,  and 
machinery  not  electric,  about  $125,000. 

The  building  is  of  ample  size  for  all  probable  needs  of  the  city 
for  some  years  to  come.     Every  advantage  in  construction,  known 
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to  the  best  engineering  skill,  seems  to  have  been  employed,  and 
all  appliances  rank  with  the  best.  It  is  situated  nearly  two  miles 
by  the  nearest  travelled  road  from  the  gas  works,  and  it  is  not 
proposed  to  change  the  location  of  either  plant. 

From  a  careful  study  of  its  records  and  accounts,  it  seems  that 
its  affairs  have  been  managed  with  strict  economy  ;  its  policy  has 
been  conservative,  well  calculated  to  give  permanence  to  the  in- 
vestment, and  free  from  speculative  features.  Its  directors  in- 
clude well-known  and  successful  business  men,  —  men  who  have 
been  in  a  special  degree  identified  with  the  city's  growth  and 
prosperity. 

The  Board  has  been  unable  to  find  that  any  appreciable  saving 
in  the  conduct  of  its  affairs,  or  in  the  manufacture  of  its  products, 
could  be  secured  by  the  transfer  of  this  business  to  the  gas 
company.  There  is  no  article  used  in  common  in  the  manufacture 
of  the  two  kinds  of  light ;  even  the  coal  is  different  in  kind,  and 
bought  in  separate  markets. 

It  appears  from  the  evidence  at  the  hearing  that  coke  for  fuel  is 
available  from  the  gas  works  only  a  few  weeks  in  the  year,  and 
then  to  but  little  extent ;  and  it  is  probable  that  any  advantage 
accruing  from  this  would  be  "more  than  neutralized  by  the  necessity 
for  transporting  it  between  the  stations.  The  wide  separation  of 
the  two  plants,  which  are  to  remain  as  they  are  now,  the  different 
training  needed,  and  the  large  volume  of  each  business,  would 
render  necessary  separate  superintendents  and  employees. 

Either  company  is  large  enough  to  employ  first-class  talent  to 
control  its  affairs,  and  the  best  results  will  be  most  likely  secured 
by  superintendents  in  each  business  with  a  special  training 
therefor. 

Although  the  management  of  the  electric  light  business  has  been 
able  and  successful,  it  has  not  been  costly,  and  it  i^  not  probable  that 
this  labor  could  be  added  to  the  present  burdens  of  gas  manage- 
ment, without  some   additional  compensation  in  the  near  future. 

Since  1884  the  business  of  the  gas  company  has  greatly  ad- 
vanced, its  output  in  the  last  three  years  having  increased  nearly 
fifty  per  cent.  The  present  annual  dividends  of  the  company  are 
eight  per  cent.,  and,  with  the  exception  of  a  year  and  a  half,  have 
not  for  many  years  been  below  that  rate.      The  electric  companies' 
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dividends  have   ranged  from  three  to    seven  per  cent,   annually, 
averaging  5  per  cent- 

The  provisional  contract  between  the  two  companies,  and  their 
indebtedness,  would  probably  lead  to  an  additional  $300,000  to 
the  present  capital  of  the  gas  company;  and  $100,000  more  is 
not  a  large  estimate  for  such  extensions  of  the  incandescent  system 
as  are  likely  to  be  imperatively  demanded. 

Probably  the  stockholders  in  the  gas  company  do  not  expect  io 
receive  reduced  dividends  in  consequence  of  the  consolidation. 
But,  with  no  facilities  for  reducing  the  cost  of  electric  light,  how 
can  this  rate  be  maintained  on  the  enlarged  capital?  Apparently 
either  by  advancing  the  prices  or  lesseniug  the  service,  or  by 
using  the  surplus -profits  of  the  gas  company.  Either  course  is 
obviously  against  the  public  interests  ;  the  former  would  be  adopted 
only  with  reluctance,  the  latter  ought  not  to  be  allowed.  If,  on 
the  other  hand,  the  gas  company  does  expect  and  would  be  satis- 
fied with  smaller  dividends,  why  should  not  the  community  receive 
the  benefit  in  a  lower  price  of  gas  ? 

It  was  the  duty  of  the  Board,  three  years  ago,  to  call  attention 
to  the  need  of  large  improvements  and  additions  to  the  works  and 
property  of  the  gas  company.  The'  extraordinary  increase  of 
business  since  that  time  has  made  this  much  more  imperative. 
This  has  been  fully  appreciated,  and  much  has  been  already  done, 
and  much  yet  remains  to  be  done.  A  comprehensive  scheme  of 
improvements  has  been  entered  upon,  and,  in  the  interests  of  the 
company  and  consumers,  ought  to  be  pursued. 

In  the  opinion  of  the  Board,  there  will  be  ample  demand  for  the 
expenditure  of  any  surplus,  in  adding  strength  to  the  corporation, 
and  securing  to  the  consumers  of  gas  that  improvement  in  service 
and  reduction  in  price  to  which  they  will  be  properly  entitled.  It 
is  not  to  be  forgotten  that  the  primary  purpose  of  incorporation  is 
profit.  This  impels  the  management  to  such  a  course  as  will 
make  that  profit  as  great  as  possible  ;  the  same  end  is  sought  in 
consolidation.  The  desired  income  would  not  be  sought,  however, 
in  this  case,  and  in  the  present  condition  of  the  two  companies,  in 
the  direction  of  electrical  development ;  nor  is  there  any  well- 
founded  prospect  that  it  would  be  in  the  near  future. 

It   would  be   for  the  immediate   interests   of  the  consolidated 
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companies  to  increase  the  sale  of  gas,  rather  than  of  the  electric 
light.  If  it  did  develop  and  push  the  electric  light,  it  would  be 
with  reluctance,  by  reason  of  the  expenditure  required,  and  when 
the  demand  was  so  imperative  that  it  could  not  be  refused. 

Such  a  course  could  not  be  long  satisfactory  to  a  community  of 
the  size  and  character  of  Worcester.  Experience  shows  that  it 
would  arouse  and  encourage,  although  it  might  not  justify,  the 
demand  for  a  competing  lighting  company,  or  for  the  assumption, 
by  public  authority,  of  the  business.  Although  either  course 
might  bring  on  serious  injuries,  these  might  seem  to  the  public 
mind  to  be  more  easily  endured.  In  this  case  the  field  for  each 
company  is  ample.  Each  has  been  successful,  and  is  likely  to  so 
continue,  with  proper  management. 

It  was  admitted  that  thus  far  there  had  practically  been  no 
competition  between  the  two  companies.  Light  has  sometimes 
been  supplied  below  cost  or  without  profit  in  other  places,  in  order 
to  compel  a  combination  of  companies  ;  if,  however,  it  is  under- 
stood that  these  corporations  are  to  remain  separate,  the  managers 
will  not  have  this  inducement  to  indulge  in  a  needless  waste  of 
capital.  Only  a  wholesome  rivalry  may  be  expected.  The  Board 
can  see  no  valid  reason  why,  pursuing  their  separate  courses, 
the  two  companies  will  not  be  able  to  supply  their  respective 
customers  with  lights  of  as  good  quality,  and  at  as  low  prices,  as 
the  same  service  is  performed  elsewhere,  under  the  same  con- 
ditions, or  could  be  here,  after  consolidation. 

For  the  reasons  stated,  the  Board  deems,  for  the  best  interests 
of  all  concerned,  both  consumers  and  stockholders,  that  the 
consolidation  should  not  take  place,  as  requested. 

The  petition  is  therefore  dismissed. 

Chelsea  Gas  Light  Company,  Appellant. 
Appeal  by  the  Chelsea  Gas  Light  Company  from  the  decision  of 
the  mayor  and  aldermen  of  the  city  of  Chelsea,  granting  to  the 
American  Fuel  Company  permission  to  lay  gas  pipes  in  certain 
streets  of  the  city.  The  first  hearing  on  the  petition  was  Nov.  18, 
1889.  The  appellant  was  represented  by  counsel,  the  city  by  its 
solicitor,  and  the  American  Fuel  Company  by  its  president  and 
vice-president.     It   was  stated,   in  behalf  of  the   Fuel  company. 
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that  it  had  already  laid  its  pipes  in  some  streets,  and  that  its  works 
were  nearly  completed.  It  claimed  that  it  was  able  to  produce  gas 
by  the  use  of  a  patent  process,  by  passing  steam  and  crude  petro- 
leum, and  air  under  pressure,  through  hot  iron  pipes ;  that,  after 
the  pipes  had  been  once  heated  by  coal  or  wood,  the  manufacture 
would  be  continuous,  using  for  fuel  under  the  pipes  a  portion  of 
the  gas  so  made  ;  but  that  it  was  not  then  known  what  percentage 
of  the  gas  made  would  be  needed  for  fuel  in  this  continuous 
process.  It  was  also  said  that  the  pipes  contained  discs  of  dif- 
ferent metals,  so  combined  and  arranged  that  heat  would  be 
generated  by  electricity  as  the  oil  and  steam  passed  along  through 
5the  pipes.  The  iron  pipes  mentioned  were  for  a  distance  hor- 
izontal, and  then  perpendicular. 

As  it  was  expected  that  the  plant  would  be  finished  and  in 
operation  in  the  course  of  two  weeks,  the  hearing  was  postponed, 
at  the  request  of  the  Fuel  company,  until  December  16.  The 
Board  expressed  the  wish  that  meanwhile  some  practical  tests 
might  be  made  as  to  the  value  of  the  gas  for  fuel  under  boilers, 
that  being  the  immediate  use  for  which  it  was  intended. 

On  the  day  of  the  adjourned  hearing  the  works  of  the  Fuel 
company  were  visited.  The  representative  of  the  company 
informed  the  Board  that  they  had  just  been  completed,  and  that  a 
thousand  feet  of  gas  had  been  manufactured,  but  that  no  test  or 
analj'sis  of  the  gas  had  been  made.  It  was  admitted  that  the 
works  were  somewhat  different  from  those  built  in  a  former 
experiment,  which  works  had  been  accidentally  destroyed  by  fire. 

The  company  failing  to  offer  further  evidence,  the  case  was  again 
continued,  to  be  called  up  again  by  the  Board  if  it  so  desired. 

Shortly  after,  at  the  request  of  the  Board,  and  with  the  consent 
of  the  Fuel  company,  the  works  were  examined,  and  a  sample  of 
the  gas  taken  and  analysed  by  the  State  inspector  of  gas.  The 
analysis  showed  the  following  percentage  by  volume  :  — 

Illuminants, 14.91 

Marsh  gas, 10.67 

Hydrogen, 4  25 

Carbonic  oxide, .89 

Nitrogen, 54.76 

Oxygen, 12.52 

Carbonic  acid, 2.00 

moo 
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The  State  inspector,  in  commenting  on  the  analysis,  said  : 
"  Whatever  action  the  steam  may  have  is  almost  entirely  mechan- 
ical, as  it  furnishes  only  between  one  and  two  per  cent,  of  the 
total  per  cent,  of  the  total  volume  of  the  gas.  Nearly  twent}^- 
uine  per  cent,  of  the  gas  comes  from  the  oil  used,  and  over 
sixty-nine  per  cent,  is  furnished  by  the  air.  The  advantages  of 
using  such  a  large  amount  of  air  in  the  manufacture  of  the  gas  are 
not  obvious." 

Inquiries  were  made  from  time  to  time,  but  the  Board  did  not 
learn  that  the  company  was  making  any  substantial  progress. 
The  case  was  assigned  for  further  hearing  June  23,  at  which  a 
contractor  of  considerable  experience  in  the  building  of  gas  works, 
called  by  the  Fuel  company,  testified  that  many  radical  changes  in 
the  works  must  be  made  before  they  could  be  operated  success- 
fully. An  enumeration  of  the  alterations  said  to  be  necessary 
showed  that  the  works  when  remodeled  would  be  essentially  new. 
At  this  time  the  hearing  was  closed. 

In  the  consideration  of  the  case  the  Board  was  unable  to 
discover  evidence  that  any  of  the  heat  was  generated  by  electricity, 
as  claimed  ;  while  a  small  quantity  of  gas  was  made,  there  was  no 
proof  that  at  those  works  it  could  be  manufactured  on  a  paying 
basis  for  commercial  purposes.  The  failure  to  exhibit  any 
practical  tests,  the  quality  of  the  gas  as  shown  by  the  analysis, 
and  the  numerous  alterations  said  to  be  advisable  in  the  construc- 
tion of  the  works,  led  to  the  conclusion  that  the  process  in  this 
form  was  experimental  and  unsuccessful. 

The  Board  was  of  the  opinion  that  experiments  of  this  nature 
should  be  made  on  private  land,  and  that  the  public  streets  ought 
not  to  be  used  for  the  purpose.  Furthermore,  it  being  proposed 
to  remodel  the  works  throughout,  the  aldermen  would  be  fairly 
entitled  to  pass  anew  upon  the  question  of  their  use.  The  appeal 
was  therefore  sustained,  and  the  permission  of  the  mayor  and 
aldermen  revoked. 
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Citizens'  Gas  Light  Company  of  Reading,  South  Reading  and 
Stoneham,  Appellant. 
Appeal  by  the  Citizens'  Gas  Light  Company  of  Reading,  South 
Reading   and   Stoneham   from  the   refusal   of   the   selectmen   of 
Wakefield  to  allow  it  to  erect  poles  and  run  wires. 

At  the  hearing  on  the  appeal  which  was  held  in  Wakefield,  the 
Wakefield  Electric  Light  and  Power  Company,  the  People's  Elec- 
tric Light  and  Power  Company,  and  two  citizens,  appeared  as 
remonstrants.  The  chairman  of  the  selectmen  stated  that  he  was 
present  in  the  interest  of  the  town,  but  not  for  the  purpose  of 
showing  a  preference  toward  any  of  the  interested  companies. 

The  gas  company,  Dec.  16,  1889,  was  authorized  under  chapter 
385,  Acts  of  1887,  to  furnish  electricity  for  light  and  power,  after 
a  prolonged  public  hearing,  which  was  attended  by  the  parties  in 
interest,  and  a  considerable  number  of  citizens,  a  full  account  of 
which  was  given  in  the  fifth  annual  report  of  the  Board.  It  was 
agreed  that  the  evidence  produced  at  that  hearing  might  be  con- 
sidered, so  far  as  applicable,  as  given  in  the  present  case.  As  the 
situation  of  the  various  parties  in  interest  and  the  facts  then 
shown  have  not  materially  changed,  it  is  thought  unnecessary  to 
repeat  what  was  stated  in  the  report  above  mentioned.  Since  the 
gas  company  received  authority  to  supply  electric  light,  the 
People's  company  has  pressed  its  request  for  permission  to  erect 
poles  and  wires  in  the  streets  ;  but  no  such  permission  has  been 
given.  There  was  evidence,  however,  that  some  of  the  selectmen 
indicated  a  willingness  to  grant  the  request,  had  not  a  citation 
from  the  superior  court,  which  they  regarded  as  an  injunction  for 
the  time  being,  been  served  upon  them. 

At  the  beginning  of  the  hearing,  counsel  for  the  People's  com- 
pany filed  a  motion  that  the  appeal  be  dismissed  on  the  ground 
that  the  gas  company,  having  received  authority  from  this  Board 
to  furnish  electricit}'^,  under  chapter  385,  Acts  of  1887,  cannot 
appeal  from  the  decision  of  the  selectmen,  refusing  to  give  consent 
m  writing  to  erect  any  poles  and  wires  under  the  provisions  of 
said  chapter. 

The  right  of  appeal  by  the  gas  company  was  the  chief  question 
presented  and  argued  by  counsel.     For  the  proper  understanding 
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of  the  issue,  it  is  well  to  consider  the  form  of  the  petition  to  the 
selectmen,  the  course  of  proceeding,  and  the  vote  of  the  selectmen 
thereon. 

The  petition  was  as  follows  :  — 

To  the  Selectmen  of  the  Town  of  Wakefield,  Mass. 

Respectfully  represents  the  Citizens'  Gaslight  Company  of  Reading, 
South  Reading  and  Stoneham,  that  it  is  duly  authorized  by  vote  of  its 
stockholders  and  the  Board  of  Gas  and  Electric  Light  Commissioners  to 
engage  in  the  business  of  generating  and  furnishing  electricity  for  light 
and  power  in  the  town  of  Wakefield. 

Wherefore  it  prays  that  it  may  be  authorized  to  lay  or  erect  wires 
over  or  under  the  streets,  lanes  and  highways  of  said  town,  for  the 
purpose  of  carrying  on  said  business,  and  for  the  erection  of  poles  on 
said  highways,  and  for  making  such  other  erections  as  maybe  necessary. 

W.   E.   BiDDLE, 

President  Citizens''  Gaslight  Comj^any. 
Dec.  18,  1889. 

The  motion  to  dismiss  assumes  that  the  decision  was  made  under 
chapter  385,  cited  in  the  motion.  It  is  important  to  inquire 
whether  the  petition  was  brought  under  that  chapter  (385)  or  by 
virtue  of  section  3,  chapter  282  of  the  Acts  of  1887.  It  will  be 
noticed  that  the  petition  does  not  request  permission  to  erect  poles 
in  definite  localities,  or  to  occupy  any  particular  street  or  streets 
with  poles  and  wires  ;  but  it  is  in  form  a  general  application  for 
permission  to  lay  or  erect  wires  over  or  under  the  streets,  made  by 
the  gas  company  for  the  purpose  of  carrying  on  its  business, 
following  closely  the  language  of  said  section  3. 

The  selectmen  published  notices  for  a  public  hearing  on  the 
petition,  in  the  manner  in  which  notices  are  usually  given  in  the 
town  ;  the  hearing  was  held  in  accordance  with  the  notice,  and  was 
attended  by  various  parties  in  interest.  Thereupon  the  selectmen 
passed  the  following  vote  :  — 

Voted,  To  decline  to  grant  the  petition  of  the  Citizens'  Gaslight  Com- 
pany of  Reading,  South  Reading  and  Stoneham,  for  a  location  on  the 
streets  of  this  town  to  erect  poles  and  string  wires  to  carry  on  an  electric 
light  business. 

There  were  at  least  three  companies  organized  for  the  purpose 
of  supplying  electricity  for  light  and  power  in  Wakefield.     Would 
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it  not  be  a  plain  violation  of  the  letter  and  spirit  of  section  3  of 
said  chapter  382  for  the  selectmen,  without  a  public  hearing,  to 
allow  some  other  company  to  erect  wires  in  the  streets?  The 
selectmen  seem  to  have  taken  it  for  granted  that  a  public  hearing 
was  necessary,  and  accordingly  issued  notices  therefor. 

In  a  town  where  a  company  is  already  engaged  in  supplying 
light  and  power,  or  organized  for  that  purpose,  another  company, 
wishing  to  engage  in  a  like  business  there,  must  first  apply  to  the 
selectmen  for  permission  to  use  the  streets.  If  the  consent  be 
refused,  the  company  asking  it  may  appeal  to  this  Board  ;  or,  if 
the  selectmen  give  their  consent  to  the  company  applying  therefor, 
the  other  company  may  appeal,  and  the  decision  of  the  selectmen 
can,  in  either  case,  be  affirmed  or  reversed.  The  principle  and 
reason  of  the  statute  apply  equally  well  if  one  of  the  companies  is 
a  gas  company  authorized  to  furnish  electricity. 

After  a  company  lias  received  this  general  consent,  whether  from 
the  selectmen  or  from  this  Board  on  appeal,  it  is  still  requisite  that 
it  obtain  from  the  selectmen  their  written  specification,  denoting 
the  streets  and  the  places  where  poles  may  be  set. 

The  consent  required  by  section  3,  chapter  382,  above  mentioned, 
may  be  indicated  by  vote  of  the  selectmen,  and  need  not  be  in 
writing ;  whereas  consent  to  the  occupancy  of  any  designated 
streets  and  of  particular  places  in  the  streets  by  poles  and  wires 
must  be  in  writing,  as  provided  by  Public  Statutes,  chapter  109, 
section  3,  and  by  section  4  of  chapter  385,  referred  to  in  the 
motion,  to  dismiss. 

The  refusal  of  the  selectmen,  as  appears  by  their  vote,  was  gen- 
eral in  its  scope,  denying  the  gas  company  the  right  to  erect  poles 
and  string  wires  on  the  streets  for  the  purpose  of  carrying  on  an 
electric  light  business. 

The  conclusion  follows  that  the  proceeding  in  question  must  be 
treated  as  taken  not  under  chapter  385,  but  under  chapter  382  of 
the  Acts  of  1887  ;  and  that  consequently  the  gas  company  has  the 
right  to  appeal  under  section  5  of  the  latter  act,  in  like  manner  as 
either  of  the  other  companies  in  interest  might  have  done,  and  as 
the  counsel  who  made  the  motion  to  dismiss  stated  that  he  should 
have  claimed  the  right  to  do,  had  the  selectmen  given  an  opposite 
decision.     The  motion  to  dismiss  is  therefore  not  allowed. 
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The  two  citizens  who  appeared  as  remonstrants  desired  that  the 
town  should  do  the  electric  lighting,  and  one  of  tliem  thought  the 
land  of  the  gas  company  unsuitable  for  an  electric  light  plant. 

The  same  reasons  which  induced  the  Board  to  authorize  the  gas 
company  to  engage  in  electric  lighting  necessarily  lead  it  to  reverse 
the  decision  of  the  selectmen.  Consent  is  therefore  given  to  the 
gas  company  to  lay  or  erect  wires  over  or  under  the  streets,  lanes 
and  highways  of  Wakefield,  for  the  purpose  of  carrying  on  the 
business  of  furnishing  electricity  for  light  and  power. 

An  electric  plant  has  since  been  erected  at  the  works  of  the  gas 
company  and  the  company  has  received  locations  for  its  poles. 

Violation  of  Laws. 

Notices  have  been  sent  to  the  Attorney-General,  in  compliance 
with  the  statutes,  of  the  following  alleged  violations  of  the 
laws  :  — 

The  Milford  Gas  Light  Company,  in  issuing  stock  in  violation 
of  section  18,  chapter  105,  and  section  39,  chapter  lOG,  of  the 
Public  Statutes. 

The  Suburban  Light  and  Power  Company,  by  the  erection  of 
wires  across  the  streets  of  Boston  for  the  purpose  of  carrying  on 
its  business,  without  the  consent  of  the  mayor  and  aldermen. 

The  Citizens'  Gas  Light  Company  of  Quincy,  Gardner  Gas 
Light  Compau}^,  Middleborough  Gas  and  Electric  Company,  Lee 
Electric  Company,  Adams  Electric  Light  and  Power  Company, 
Edison  Electric  Illuminating  Company  of  Lawrence,  Middle- 
borough  Electric  Light  and  Power  Company,  Milford  Electric 
Light  and  Power  Company,  North  Attleborough  Steam  and 
Electric  Company,  Pittsfield  Illuminating  Company,  Union  Electric 
Light  Company  of  Franklin,  United  Electric  Light  Company  of 
Springfield,  Ware  Electric  Light  Company,  and  the  Weymouth 
Light  and  Power  Company,  in  not  making  returns  to  the  Board, 
as  required  by  law. 

The  following  are  the  main  facts  relating  to  the  alleged  violation 
of  law  by  the  Suburban  Light  and  Power  Company,  above  men- 
tioned :  — 

The  Brookline  Gas  Light  Company,  June  10,  1887,  filed  its 
petition  with  the  Board,   under  chapter  285,  Acts  of   1887,   for 
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authority  to  furnish  electric  light  and  power.  The  company  was 
then,  as  now,  supplying  gas  in  Brookline,  in  that  part  of  Boston 
formerly  Brookline,  and  in  that  part  of  Boston  formerly  Brighton. 
The  Suburban  Light  and  Power  Company,  incorporated  in  this 
State  Oct.  16,  1886,  "for  the  purpose  of  furnishing  electric  light 
and  power,"  and  located  in  the  city  of  Boston,  was  then  supply- 
ing electric  light  in  Brookline  and  Brighton.  It  had  been  granted 
pole  locations  in  the  fall  of  that  year  in  Brighton,  and  in  Brookline 
Avenue,  which  lies  in  territory  formerly  Roxbury.  The  case  was 
heard  by  the  Board,  and  the  gas  company  was  informed  that  its 
petition  would  not  be  favorably  considered  unless  it  purchased  the 
franchise  and  property  of  the  Suburban  company.  By  authority 
of  the  stockholders  the  two  companies  made  a  contract  in  writing, 
Oct.  5,  1887,  whereby  the  Suburban  company  agreed,  on  payment 
to  it  by  the  gas  company  of  $92',000,  to  "  convey  to  said  Brook- 
line Gas  Company,  in  due  form,  all  and  singular  its  property, 
licenses,  rights,  privileges  and  franchises  of  every  kind." 

The  contract  was  produced  before  the  Board,  and  thereupon 
authority  was  given  the  Brookline  Gas  Light  Company  to  supply 
electric  light  and  power  in  the  territory  where  it  was  supplying 
gas. 

All  the  stock  of  the  Suburban  company  was  assigned  to  the  gas 
company  about  Nov.  14,  1887.  The  gas  company  paid  the  Sub- 
urban company  the  $92,000,  took  possession  of  the  property  men- 
tioned in  said  written  contract  of  Oct.  5,  1887,  and  entered  upon 
and  continued  the  maintenance  and  operation  of  the  electric  plant, 
lines  and  lights  which  had  been  operated  and  maintained  by  the 
electric  company. 

There  was  no  meeting  of  the  directors  or  stockholders  of  the 
Suburban  company  between  Oct.  12,  1887,  and  Nov.  25,  1889  ;  no 
business  was  done  by  the  company  meanwhile,  and  no  return  was 
made  by  it  to  the  tax  commissioner  or  secretary  of  State  in  1888 
or  1889.  The  name  of  the  company  has  not  been  included  in  the 
list  of  electric  light  companies  in  the  annual  reports  of  the  Board. 
The  schedule  annexed  to  the  bill  of  sale  from  the  Suburban 
company  to  the  gas  company,  bearing  date  Oct.  15,  1887,  which 
the  Board  saw  for  the  first  time  early  in  1890,  does  not  enumerate 
all  the  property  covered  by  the  agreement  of  Oct.  5,  1887,  above 
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mentioned ;  but  the  president  of  the  Suburban  company  reported 
to  his  directors,  Dec.  14,  1887,  that  "the  Suburban  Light  and 
Power  Company  was  purchased  on  November  15  for  the  price 
agreed  upon,  viz.,  $92,000;  that  all  the  certificates  of  stock  had 
been  transferred  to  the  Brookline  Gas  Light  Company,  together 
with  a  bill  of  sale  of  all  the  property  (personal),  and  a  deed 
signed  by  the  president  and  treasurer  of  the  Suburban  Light  and 
Power  Company,  who  were  duly  authorized  to  sign  for  the  com- 
pany." 

The  treasurer  of  the  Brookline  Gas  Company,  in  making  the 
return  of  that  company,  May  8,  1888,  wrote  the  tax  commissioner 
that  "the  Suburban  Light  and  Power  Company  was  purchased 
in  November,  1887,  and  the  enclosed  return  is  that  of  the  com- 
bined companies." 

The  Board  understood  that  tlie  Suburban  company  had  been 
practically  merged  or  consolidated  with  the  gas  company.  But 
in  November,  1889,  the  Brookline  Gas  Light  Company  sold  and 
transferred  the  stock  of  the  Suburban  company  for  $8,000,  took 
from  the  new  holders  of  the  stock  a  lease  of  the  poles  and  wires 
in  Brighton  for  ninety-nine  years  at  a  yearly  rental  of  one  dollar, 
released  the  Suburban  company  from  executing  any  further 
conveyances  under  the  said  agreement  of  Oct.  5,  1887,  and  the 
latter  company  agreed  not  to  do  an  electric  light  and  power 
business  in  Brookline.  It  was  also  agreed  between  the  two  com- 
panies that  the  $8,000  should  be  returned  by  the  Brookline  Gas 
Light  Company  in  case  the  court  should  finally  hold  that  the 
Suburban  company  had  no  legal  right  to  do  an  electric  lighting 
business  in  Boston. 

In  January,  1890,  the  Suburban  company  filed  with  the  secretary 
of  State  a  certificate  of  condition  for  1889,  and  paid  the  State 
treasurer  the  annual  tax  for  1888  and  1889,  payable  under 
chapter  13  of  the  Public  Statutes. 

Since  January,  1890,  the  company  has  run  wires  across  various 
streets  in  Roxbury,  without  the  consent  of  the  mayor  and  alder- 
men, supporting  the  wires  by  poles  set  on  private  grounds,  and 
has  been  and  is  now  supplying  electric  light  through  said  wires  to 
customers  in  that  part  of  Boston. 

The  Attorney-General  notified  the  Board  that  he  came   to  the 
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conclusion  that  the  public  welfare  does  not  require  his  intervention, 
and  he  declines  to  commence  or  allow  an  action  in  his  name. 

Accidents. 

The  statute  in  relation  to  accidents  caused  by  gas  or  electricity, 

section  2,  chapter  350,  Acts  of  1888,  is  as  follows  :  — 

Sect.  2.  All  companies  and  individuals  engaged  in  the  business  of 
manufacturing  and  selling  gas  or  electricity  for  light  or  fuel  shall  make 
a  written  report  within  twenty-four  hours  to  the  board  of  gas  com- 
missioners of  every  accident  caused  by  the  gas  or  electricity  manuf  actui'ed 
or  supplied  by  them,  whereby  an  employee  or  any  other  person  shall 
suffer  bodily  injury  or  loss  of  life,  or  be  rendered  insensible,  stating  the 
time,  place  and  circumstances  of  the  accident,  and  such  other  facts  in 
relation  thereto  as  the  board  may  require ;  and  the  board  shall  present 
in  its  aimual  report  an  abstract  of  all  such  cases.  The  board  shall 
personally  investigate  all  cases  which  it  may  deem  to  require  investiga- 
tion. 

During  the  year  1890  there  have  been  five  persons  injured,  three 
of  them  fatally,  by  electricity  from  electric  light  plants ;  and 
twenty-three  persons  have  been  injured  by  illuminating  gas,  eight 
of  them  fatally.  Of  the  latter  number  two  committed  suicide  by 
inhaling  gas  ;  and  another,  it  is  suspected,  was  intentionally  sub- 
jected to  it.     The  following  is  an  abstract  of  the  cases  :  — 

Accidents  from  Electricity. 

"Walter  Burke,  an  employee  of  the  Boston  Electric  Light 
Company,  was  burned  by  the  electric  current  August  13,  while 
trimming  a  lamp  at  the  corner  of  Harrison  Avenue  and  North- 
ampton Street.  The  company  reports  that  at  the  time  it  was 
sending  no  current  from  its  station  on  the  circuit  supplying  the 
lamp,  but  that  the  current  doing  the  damage  came  from  the  wires 
of  the  West  End  Street  Railway  through  a  broken  telephone 
wire,  which  crossed  them  at  the  junction  of  Warren  Street  and 
Chestnut  Avenue,  and  communicated  with  the  lighting  circuit. 
The  company  further  reports  that  all  its  lamps  are  supplied  with 
absolute  cut-outs,  and  that  the  accident  occurred  because  the 
trimmer,  in  violation  of  its  orders,  omitted  first  to  cut  out  the 
lamp. 

Edmund  Tryon,  aged  eighteen,  and  George  Barnard,  aged 
twenty-eight,  were  reported  killed  by  the  electric  current  from  the 
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street-lighting  circuit  of  the  Wiuchendon  Electric  Light  and 
Power  Company,  at  Winchendon,  September  26.  The  facts 
gathered  by  inquiry  and  from  reports  of  the  company  were  as 
follows  :  A  guy  wire,  No.  6  in  size,  which  had  been  used  to  stay 
a  corner  pole,  and  which  was  still  attached  to  the  top  of  the  pole, 
lay  coiled  up  on  the  ground  near  the  pole.  This  wire  evidently 
came  in  contact  with  the  main  wire  leading  to  the  lamp  on  the 
pole,  as  sparks  were  seen  emitting  from  the  wire  as  it  lay  in  the 
grass  shortly  before  the  accident.  The  men  were  found  dead 
about  quarter  past  eight  in  the  evening,  lying  on  the  ground,  each 
having  hold  of  this  guy  wire  with  his  right  hand.  The  medical 
examiner  who  saw  the  bodies  within  an  hour  after  the  accident 
reports  that  their  right  hands  were  considerably  burned  from 
grasping  the  wire,  and  that  there  were  no  other  marks  of  injury  to 
be  seen.  The  agent  of  the  company  reported  that  it  was  an 
alternating  current  of  one  thousand  volts  and  three  and  one-half 
amperes,  and  that  on  the  circuit  were  forty  lamps,  twenty-five 
volts  and  twenty-five  candle-power  each. 

The  Waltham  Gas  Light  Company,  which  also  supplies  electric 
light,  reported  that  October  1  one  of  its  electrical  engineers, 
James  Skerry,  while  making  the  usual  change  of  plug  on  the 
switch  board  with  his  right  hand,  in  some  manner  got  his  left 
hand  in  contact  with  another  wire,  thereby  taking  the  current 
through  his  body.  He  was  thrown  violently  about,  until  an 
assistant,  James  White,  who  was  present,  at  an  opportune 
moment,  with  his  open  hand,  knocked  the  plug  from  Skerry's 
hand.  Skerry  soon  recovered  consciousness.  His  hands  were 
severely  burned,  and  his  body  much  bruised.  He  was  able  to  be 
at  the  station  the  next  day. 

Neil  McKinnon,  about  thirty  years  of  age,  was  killed  a  few 
minutes  before  5  o'clock  p.m.,  November  10,  at  the  corner  of 
Beacon  and  Washington  streets,  in  Somerville,  by  a  one  thousand 
volt  alternating  current  from  a  street-light  circuit  of  the  Somerville 
Electric  Light  Company.  He  was  standing  on  the  ground,  and 
was  about  to  splice  a  wire,  or  "tape"  a  joint,  as  it  is  called  ;  he 
took  hold  of  the  wire  at  the  joint  where  the  wire  was  entirely  bare, 
gave  a  gasp,  and  fell  back  dead.  One  of  the  workmen  employed 
with  him,  seeing  that  he  had  received  a  shock,  knocked  the  wire 
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from  bis  hand,  and  caught  him  as  he  fell.  The  only  visible  marks 
made  by  the  current  on  his  person  were  two  small  holes,  one  in 
his  thumb  and  the  other  in  his  forefinger.  He  had  on  no  rubber 
gloves.  The  accident  occurred  about  the  time  the  current  was 
turned  on.     He  had  worked  for  the  company  about  three  years. 

Accidents  from   Gas. 

The  Lowell  Gas  Light  Company  reported  that,  in  the  afternoon 
of  February  24,  a  leak  of  gas  at  the  southerly  end  of  Aiken 
Street  bridge  caused  Patrick  Cain,  an  employee  of  the  company, 
to  become  insensible  for  a  short  time.  He  was  taken  to  St. 
John's  Hospital  and  thence  to'  his  home,  where,  by  6  o'clock  in 
the  evening,  he  had  nearly  recovered.  He  was  out  the  next 
morning. 

Hattie  Wood,  aged  42,  was  taken  to  the  City  Hospital  in  a 
critical  condition,  March  8,  from  the  effects  of  inhaling  gas  at  the 
Park  Square  Hotel  in  Boston.  She  was  discovered  in  an  uncon- 
scious condition  about  7  a.m.  It  is  not  known  at  what  hour  she 
retired.  The  burner,  marked  three  foot,  was  found  open.  The 
room  contained  five  hundred  and  seventy  cubic  feet,  one  window 
closed,  and  one  door  slightly  ajar.  She  fully  recovered,  and  left 
the  hospital  March  10. 

Ellen  Driscoll,  aged  22,  a  domestic  at  168  West  Canton  Street, 
Boston,  was  found  in  her  room  about  6  o'clock  a.m.,  March  18, 
unconscious  from  the  effects  of  inhaling  gas.  The  gas  was 
escaping  from  the  open  burner.  The  light  was  probably  ex- 
tinguished between  11  and  12  o'clock.  She  thinks  she  turned  on 
the  gas  after  turning  it  off.  She  was  carried  to  the  Boston  City 
Hospital,  from  which  she  was  discharged  well  the  next  day.  The 
room  had  one  door  and  one  window,  both  shut.  The  room  con- 
tained five  hundred  and  fif tj^-three  cubic  feet. 

The  death  of  Louisa  Proctor  at  Reading,  April  14,  was  caused 
by  inhaling  gas  in  a  room  containing  about  one  thousand  cubic 
feet.  The  room  had  two  windows  and  a  door,  all  tightly  closed. 
The  agent  of  the  gas  company  reported  that,  as  there  was  evidence 
the  deceased  had  taken  chloroform  and  both  burners  were  found 
open,  it  was  without  doubt  a  case  of  suicide. 

The  Boston  Gas  Light  Company  reports  that  April  26  James 
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Shea,  aged  twenty-eight  years,  while  engaged  in  tapping  a  one-inch 
hole  in  a  producer  gas  pipe,  became  unconscious  from  the  effects  of 
the  escaping  gas.  Brandy  was  given,  and  in  about  twenty  minutes 
he  went  home.  He  returned  and  worked  an  hour  the  following 
Monday,  since  which  time  he  has  not  been  put  to  work,  but  has 
brought  suit  against  the  company. 

Mrs.  Cordelia  F.  Hall,  aged  about  thirty-five  years,  wife  of 
President  G-.  Stanley  Hall  of  Clark  University,  and  their  daughter 
Julia  F.  Hall,  aged  eight  years,  were  found  dead  in  their  bed- 
chamber, suffocated  by  illuminating  gas,  between  7  and  8  o'clock 
on  the  morning  of  May  15,  at  their  home,  94  Woodland  Street, 
Worcester.  The  chamber  was  sixteen  by  eighteen  feet,  and 
contained  about  three  thousand  cubic  feet.  It  had  three  windows 
and  one  door,  all  tightly  closed.  In  the  room  was  a  gas  bracket  at 
either  side  of  the  mantel,  and  suspended  from  the  ceiling  was  a 
chandelier  of  two  lights,  one  a  plain  burner,  the  other  having  an 
electric  lighting  attachment.  The  stop-cocks  of  the  chandeliers 
were  near  together.  The  plain  burner  was  found  open.  It  is  not 
certain  whether  the  other  was  open,  or  shut,  as  successive  move- 
ments of  the  ratchet  alternately  opened  and  closed  it.  In  turning 
off  the  gas,  or  in  an  unsuccessful  attempt  to  light  it,  one  or  both 
of  the  stop-cocks,  it  is  thought,  were  accidentally  left  in  the 
condition  in  which  they  were  found.  The  gas  made  in  Worcester 
during  the  two  days  previous  contained  from  sixteen  to  eighteen 
per  cent,  water  gas.  An  analysis  of  a  sample  of  gas,  taken  May 
15  from  the  premises  where  the  accident  occurred,  showed  11.19 
per  cent,  of  carbonic  oxide. 

John  M.  Bowen,  aged  about  twenty-three,  was  found  uncon- 
scious and  breathing  heavily  from  inhaling  gas,  in  his  room,  49 
Piedmont  Street,  in  Worcester,  a  little  after  6  in  the  morning, 
May  24.  He  retired  at  10.30  the  night  before.  The  room 
contained  about  seven  hundred  and  sixty-five  cubic  feet.  The 
room  had  one  window  and  two  doors,  all  fitting  rather  loosely. 
The  man  was  so  far  restored  by  fresh  air  and  such  aid  as  those  in 
the  house  could  render,  that  late  in  the  afternoon  he  was  able  to 
get  up  and  go  out  of  doors.  The  company  reported  that  the  day 
previous  it  made  a  little  over  twenty-five  per  cent,  of  water  gas  in 
its  total  product. 
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The  Boston  Gas  Light  Company  reported  a  slight  explosion  of 
gas  at  No.  880  Washington  Street,  Boston,  May  26.  A  plumber, 
name  unknown,  was  connecting  a  meter  with  the  main.  He  took  out 
an  inch  plug,  and  dropped  it.  In  searching  for  it,  he  took  a  light, 
which  set  fire  to  the  escaping  gas.  The  man  was  burned  about 
the  face,  but  not  seriously. 

Emil  Lerche,  in  Springfield,  September  7,  noticing  the  odor  of 
gas  on  his  premises,  went  with  Chai'les  Prose  to  search  for  the 
leak.  Going  into  a  refrigerator  in  the  cellar  in  which  there  was  a 
gas  burner,  a  match  was  lighted,  which  set  fire  to  the  mixture  of 
air  and  gas,  causing  an  explosion,  and  burning  them  quite  severely. 
The  burner  in  the  refrigerator  was  found  open,  the  light  having 
been  extinguished,  probably  by  the  dropping  of  water  from  the 
ceiling. 

John  Gates  and  William  Buckley,  each  about  twenty-five  years 
of  age,  registered  at  the  Hampton  House,  Boston,  a  few  minutes 
past  11  o'clock  on  the  night  of  October  1,  and  went  at  once  to 
their  room.  The  next  forenoon,  at  11  o'clock,  the  odor  of  gas 
being  traceable  to  that  room,  the  door  was  opened.  The  room  was 
full  of  gas,  the  jetr being  about  two-thirds  on.  Buckley  was  dead, 
and  Gates  unconscious.  The  latter  was  sent  to  the  City  Hospital, 
where,  as  the  superintendent  reports,  he  made  steady  recovery, 
and  was  discharged  well  Gctober  8.  The  men  appeared  healthy, 
and  of  good  habits.  The  room  in  which  they  slept  contained 
twelve  hundred  cubic  feet.  The  window,  which  fitted  closely,  and 
the  transom  over  the  door,  were  both  shut.  There  were  cracks 
about  the  lower  part  of  the  door.  The  gas  fixture  in  the  room  was 
new,  and  in  good  condition.  The  burner  was  marked  three  foot, 
but  evidently  allowed  a  larger  flow  of  gas,  even  when  only  two- 
thirds  open. 

The  New  Bedford  Gas  Light  Company  reports  that,  October  7, 
George  T.  Smith,  an  employee,  upon  connecting  a  gas  stove  on  the 
premises  of  a  consumer  and  setting  the  meter,  discovered  from  the 
motion  of  the  meter  hand  that  the  gas  leaked  at  some  point.  He 
found  in  a  small  room  without  windows  that  a  fixture  had  been 
broken  off,  from  which  the  gas  was  escaping.  After  ventilating 
the  room  sufficiently,  as  he  supposed,  through  the  door,  and  being 
obliged  to  use  an  alcoholic  torch  in  the  room,  the  gas  in  the  top 
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of  the  room  exploded,  and  burned  him  quite  severely  about  the 
face  and  neck.  He  sought  medical  aid,  and  for  a  number  of  days 
was  confined  to  liis  home. 

The  same  company  also  reports  that,  October  28,  an  old  em- 
ployee, Thomas  Daily,  and  a  young  man,  Patrick  O'Brien,  were 
made  unconscious  by  inhaling  illuminating  coal  gas  while  stopping 
a  leak  in  a  joint  of  a  main  pipe.  The  former  was  only  partially 
asphyxiated.  O'Brien  soon  regained  consciousness,  assisted  by 
means  of  artiflcial  respiration.  The  men  were  sent  home,  but 
returned  to  work  the  next  morning  in  apparent  usual  health. 

James  Healey  White,  seven  years  of  age,  was  fatally  suffocated 
by  illuminating  gas  at  Worcester,  November  21,  in  a  tenement 
occupied  by  Mrs.  Hattie  F.  Tolman,  with  whom  the  boy  was 
boarding.  About  7.30  o'clock  in  the  morning  a  visitor  called, 
and,  opening  the  door  to  the  bedroom,  she  was  met  by  a  strong 
current  of  gas.  She  saw  the  boy  and  Mrs.  Tolman  lying  on  the 
bed.  Other  persons  were  summoned,  and  it  was  found  that  the 
boy  was  dead,  but  that  the  woman  was  still  alive.  She  was  taken 
to  the  City  Hospital,  where  under  treatment  she  soon  recovered. 
The  stop-cock,  which  was  found  open,  was  one  easily  turned. 
There  were  circumstances,  how^ever,  tending  to  show  that  the 
gas  had  been  turned  on  intentionally  by  Mrs.  Tolman,  and  she 
has  been  bound  over  to  await  the  action  of  the  grand  jury. 

Andrew  J.  Presley,  aged  twenty-six,  and  Katie  Roach,  aged 
twenty-one,  registered  as  H.  French  and  wife  at  the  Boston  Hotel 
in  Boston,  about  11  o'clock  in  the  evening  of  November  26,  and  went 
directly  to  the  room  assigned  them.  The  next  day  at  2  p.m.,  as 
there  was  no  response  to  repeated  knocks  at  the  door,  it  was  burst 
open.  The  stop-cock  was  found  turned  on,  and  the  room  filled  w^ith 
gas.  Both  persons  were  lying  on  the  bed,  the  man  dead  and  tbe 
woman  unconscious.  Efforts  of  the  physician  who  was  called 
failing  to  restore  her  to  consciousness,  she  was  sent  to  the  Boston 
City  Hospital,  where  she  died  the  following  day.  The  room  in 
which  the  accident  happened  contained  about  six  hundred  and 
fifty  cubic  feet,  having  one  window  and  one  door,  both  closed, 
and  an  opening,  with  no  means  of  closing  it,  thirty-four  inches 
long  and  two  and  one-half  inches  high,  over  the  door  leading 
into    the    hall.      The    marks    on    the    tip    were    obscured,    but 
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it  appeared  to  be  what  is  commonly  known  as  a  four-foot 
burner. 

Patrick  Connolly,  aged  twenty-five,  retired  to  his  room  at  Hotel 
Carrolton,  Boston,  at  10.45  in  the  evening  of  December  4.  At  8 
the  next  morning  gas  was  noticed  coming  from  his  room.  As  he 
did  not  respond  to  knocks  at  the  door,  it  was  forced  open.  The 
room  was  full  of  gas  from  the  open  burner.  The  labors  of  a 
physician  for  two  hours  failed  to  restore  consciousness,  and  the 
man  was  sent  to  the  City  Hospital,  from  which  he  was  discharged 
two  or  three  days  later.  The  room  was  nine  and  a  half  by  seven 
feet  and  ten  feet  high,  having  a  loose  window  and  a  crack  one- 
quarter  of  an  inch  wide  under  the  door.  The  burner  was  marked 
three  foot,  and  the  flow  of  gas  was  regulated  by  a  governor.  It  is 
thought  that  the  man  blew  out  the  gas. 

Daniel  J.  Murphy,  aged  thirty-five,  was  found  dead  at  the 
Falmouth  House,  Boston,  about  8  o'clock  a.m.,  December  23, 
from  illuminating  gas  intentionally  inhaled.  It  is  not  known  at 
what  hour  he  retired.  The  odor  of  gas  was  traced  to  his  room. 
On  forcing  open  the  door,  it  was  discovered  that  the  arm  of  the 
gas  bracket  had  been  removed,  and  the  gas  was  flowing  into  the 
room  from  the  open  pipe.  The  room  contained  thirteen  hundred 
cubic  feet. 

George  Melville,  an  actor  by  profession,  aged  about  thirty-five, 
was  discovered  in  an  unconscious  state  in  his  room  at  Vieth's 
Hotel,  Boston,  about  1  o'clock  p.m.,  December  26.  At  9.30  in 
the  morning  he  arose  and  turned  off  the  gas,  which  had  been  left 
burning  a  little  during  the  night,  and  again  went  to  bed.  Atten- 
tion was  called  to  the  room  by  the  odor  of  gas,  and  the  door  forced 
open.  Gas  was  escaping  from  a  three-foot  burner,  with  the  stop- 
cock turned  half  on.  The  window  was  down  about  an  inch  at  the 
top.  By  the  labors  of  a  physician,  who  was  speedily  called  and 
administered  effective  remedies,  consciousness  was  restoi'ed,  and 
Mr.  Melville  was  able  to  leave  his  room  that  afternoon,  but  unable 
to  appear  on  the  stage  in  the  evening.  He  supposes  that  he  must 
have  accidentally  hit  the  stop-cock  and  turned  it  again  after 
shutting  off  the  gas.  The  room  was  eleven  by  eight  feet,  and 
eight  feet  high. 

The  total  number  of  deaths  by  inhaling  illuminating  gas  in  the 
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United  States  in  1890,  as  reported  to  the  Board,  from  various 
sources,  was  174.  In  the  accounts  thus  given  it  appears  that  35 
of  the  number  were  cases  of  suicide,  leaving  139  which  are 
supposed  to  have  been  accidental.  The  accidental  deaths,  omitting 
those  in  this  State,  occurred  in  the  following  cities  and  towns  :  — 

New  York  City,  31  ;  Albany,  New  Brighton  and  Oneida,  N.  Y., 
1  each;  Batavia,  N.  Y.,  2  ;  Philadelphia,  17;  Bethlehem,  Hunt- 
ington, Reading  and  Mauch  Chunk,  Penn.,  1  each;  San 
Francisco,  15;  Oakland  and  Gilroy,  Cal.,  1  each;  Washington, 
D.  C,  2  ;  Chicago,  31  ;  Aurora,  111.,  1 ;  Providence  and  Newport, 
R.  I.,  1  each ;  Jersey  City  and  Hoboken,  N.  J.,  2  each  ;  Camden, 
N.  J.,  1;  Baltimore,  4;  Lutherville,  Md.,  1;  New  Haven,  3; 
Middletown,  Conn.,  1;  Omaha,  3;  Grand  Isle,  Neb.,  1; 
Davenport  and  Sioux  City,  la.,  1  each;  Louisville,  1;  Helena, 
Mon.,  1  ;  Madison,  Wis.,  1. 

The  fatal  accidents  in  each  month  were  as  follows  :  — 

January  12,  February  11,  March  9,  April  10,  May  13,  June  6, 
July  4,  August  8,  September  12,  October  15,  November  25, 
December  14. 

Of  these  deaths,  1  happened  where  oil  gas  is  made,  6  where 
only  coal  gas  is  used,  49  in  places  where  there  is  only  water  gas, 
and  83  where  there  are  both  coal  and  water  gas  works,  the  two 
gases  being  usually  mixed. 
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The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  com- 
panies in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPOKATE  NAME. 

Localities  Supplied. 

Capital. 

Par 

Value. 

Adams  Gas  Light  Co  , 

Adams, 

$17,800 

$25 

Amesbury  &  Salisbury  Gas  Co., 

Amesbury, 

60,000 

100 

Amherst  (ras  Co  , 

Amherst,  . 

25,000 

100 

Arlington  Gas  Light  Co  ,    . 

Arlington, 

70,000 

100 

Belmont,  . 

- 

_ 

Winchester, 

_ 

_ 

Attleborough  Gas  Light  Co., 

Attleborough,  . 

46,400 

100 

Bay  State  Gas  Co  ,*     . 

- 

400,000 

100 

Beverly  Gas  Light  Co  , 

Beverly,    . 

60,000 

100 

Boston  Gas  Light  Co  , 

Boston  (city  proper) , 

2,500,000 

500 

Broekton  Gas  ]>ight  Co  ,     . 

Brockton,. 

100,000 

100 

Brookline  Gas  Light  Co  ,    . 

Brookline, 

Boston  (Brighton 

450,000 

100 

District), 

— 

_ 

Cambridge  Gas  Light  Co  , . 

Cambridge, 

700,000 

100 

Somerville  (inpai-t). 

— 

_ 

Charlestowu  Gas  Co  , . 

Charlestowu,    . 

500,000 

50 

Somerville  (in  part), 

- 

- 

Med  ford  (in  part),  . 

_ 

_ 

Chelsea  Gas  Light  Co  , 

Chelsea,    .         . 

300,000 

100 

Chicopoe  Gas  Works, . 

Chicopee  Centre, 

30.000 

- 

Citizens'  Gas  Light  Co.  of  Quincy, 

Quincy,     . 

58,000 

100 

Citizens'  Gas  Light  Co.  of  South 

Reading, 

Wakefield, 

95,300 

•  100 

Reading,  . 

_ 

_ 

Stoneham, 

_ 

_ 

Clinton  Gas  Light  Co  , 

Clinton,     . 

35,000 

500 

Cottage  City  Gas  &  Electric  Co  , 

Cottage  City,    . 

25,000 

100 

Danvers  Gas  Light  Co., 

Danvers,  . 

20,000 

50 

Dedham  &   Hyde   Park  Gas   & 

Electric  Light  Co  ,  . 

Dedhalii,  . 

100,000 

50 

Hyde  Park,       . 

- 

_ 

I)orchester  Gas  Light  Co.,  . 

Boston    (Dorchester 

District), 

400,000 

100 

Milton, 

— 

_ 

East  Boston  Gas  Co.,  . 

Boston   (E.  Boston), 

220,000 

25 

Easthampton  Gas  Co  , 

EasthamjJton,  . 

80,000 

100 

Fall  River  Gas  Works  Co  , . 

Fall  River  (in  part). 

288,000 

100 

Fitchburg  Gas  Co,, 

Fitchburgh, 

100,000 

50 

Gardner  Gas  Light  Co  ,       . 

Gardner,   . 

30,000 

100 

Gloucester  Gas  Light  Co  ,  . 

Gloucester, 

62,300 

50 

Great  Barrington  Gas  Light  Co., 

Great  Barrington,     . 

5,000 

100 

Greenfield  Gas  Light  Co  ,  . 

Greenfield, 

50,000 

50 

Haverhill  Gas  Light  Co.,     . 

Haverhill, 

75,000 

50 

Bradford, . 

_ 

_ 

Ipswich  Gas  Light  Co  , 

Ipswich,    . 

16,000 

100 

Jamaica  Plain  Gas  Light  Co  , 

Boston  (Ward  23),  . 

200,000 

100 

Lawrence  Gas  Co  ,      . 

Lawrence, 

500,000 

100 

Methuen,  . 

_ 

_ 

North  Andover, 

- 

- 

*  Sells  to  other  companies  only. 
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Par 

CORPORATE  NAME. 

Localities  Supplied. 

Capital. 

Value. 

Lee  Electric  Co , 

Lee,  .... 

120,000 

flOO 

Leominster  Gas  Light  Co., . 

Leominster, 

50,000 ' 

100 

Lexington  Gas  Light  Co.,  . 

Lexington, 

20,000 

100 

Lowell  Gas  Light  Co  , 

Lowell,     . 

500,000 

100 

Dracut, 

- 

- 

Tewksbury, 

- 

- 

Lynn  Gas  &  Electric  Co.,    . 

Lynn, 

875,000 

100 

Swarapscott,     . 

- 

- 

Maiden  &  Meli'ose  Gas  Light  Co., 

Maiden,     . 

220,000 

100 

Melrose,    . 

- 

_ 

Medford  (in  part),  . 

- 

- 

Everett,    . 

- 

— 

ManufactiTvers'  Gas  Light  Co.,    . 

Fall  River  (in  part) ,  . 

60,000 

100 

Marblehead  Gas  &  Electric  Light 

Co., 

Marblehead,     . 

40,000 

100 

Mariborough  Gas  Light  Co., 

Marlboi'ough,  . 

50,000 

100 

Middleborough  Gas  &  Electric 

Co.,.        .        .        .        .        . 

Middleborough, 

30,000 

100 

Milford  Gas  Light  Co., 

Milford,    . 

72,300 

100 

Hopedale, 

- 

- 

Miller's  Riyer  Gas  Light  Co.,     . 

Athol,       .        . 

40,000 

100 

Nantucket  Gas  Light  Co.,   . 

Nantucket, 

36,000 

100 

Natick  Gas  Light  Co  , 

Natiek,     . 

20,000 

100 

New  Bedford  Gas  Light  Co  , 

New  Bedford,  . 

550,000 

100 

Newburyiaort  Gas  &  Electric  Co  , 

Newburyport,  . 

140,000 

100 

Newton  &  Watertown  Gas  Light 

Co., 

Newton,    . 

200,000 

100 

Watertown, 

- 

- 

Wellesley, 

- 

_ 

Weston,    . 

_ 

_ 

North  Adams  Gas  Light  Co., 

North  Adams,  . 

50,000 

100 

Northampton  Gas  T.,ight  Co., 

Northampton,  . 

50,000 

25 

North  Attleborough   Gas   Light 

Co., 

North  Attleborough, 

68,100 

100 

Attleborough  Falls, . 

- 

— 

Wrentham, 

— 

_ 

Norwood  Gas  Light  Co.,     . 

Norwood, . 

12,000 

100 

Pittsfield  Coal  Gas  Co., 

Pittsfield,  . 

62,500 

100 

Plymouth, 

40,000 

100 

Roxbury  Gas  Light  Co  ,      . 

Boston   (Roxbury 

District) , 

600,000 

100 

Salem  Gas  Light  Co  , . 

Salem, 

300,000 

100 

Peabodj^  . 

- 

- 

South  Boston  Gas  Light  Co  , 

Boston  (South  Bos- 

ton), 

440,000 

100 

Southbridge  Gas  &  Elective  Co., 

Southbridge,     . 

40,000 

100 

Spencer  Gas  Co., 

Spencer,    . 

85,000 

100 

Springfield  Gas  Light  Co,, . 

Springfield, 

500,000 

100 

Stoughton    Light,  Heat    and 

Power  Co.,       .... 

Stoughton, 

40,000 

50 

Taunton  Gas  Light  Co., 

Taunton,  . 

80,000 

50 

Waltham  Gas  Light  Co  ,     . 

Waltham, 

140,000 

100 

Webster  Electric  Co.,. 

Webster,  . 

45,000 

100 

Dudley,     . 

- 

_ 

Westfield  Gas  Light  Co  ,     . 

Westfield, 

54,000 

100 

Williamstown  Gas  Co., 

Williamstown,. 

20,000 

100 

Woburn  Gas  Light  Co., 

Woburn,  . 

45,100 

100 

Worcester  Gas  Light  Co.,    . 

Worcester, 

500,000 

100 
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The  company  at  Fitchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Beverly,  Brookline,  Charlestown,  Chelsea,  Clinton, 
Cottage  City,  Fitchburg,  Lawrence,  Lee,  Lynn,  Middleborough, 
Athol,  Southbridge,  New  Bedford,  Newburyport,  Newton,  North 
Adams,  Spencer,  Stoughton,  Waltham,  Webster  and  Westfield, 
furnish  electric  light. 

The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plant :  — 

Chicopee  Manufacturing  Co.,     .        .     CMcopee  Falls,        .     f  15,000  00 
Holyoke  Water  Power  Co.,         .        .     Holyoke,  .        .     147,650  00 

Otis  Co., Ware,       .        .        .       10,000  00 

The  Holyoke  ■  Water  Power  Comj)any  has  an  electric  plant,  the 
value  of  which  is  included. 


The  following  companies  have  bonds  and  notes  outstanding  :  — 


Amherst, 

Bay  State  (Boston), 

Beverly  (special  stock), 

Beverly  (notes), 

Brocliton, 

Brookline, 

Charlestown,  . 

Chelsea, 

Citizens'  (Quincy), 

Citizens'  (Wakefield), 

Clinton, 

Dan  vers, 

Dedham, 

Fitchburg, 

Gardner, 

Greenfield, 

Haverhill, 

Ipswich, 

Jamaica  Plain 

Lawrence, 

Lee, 

Lexington, 

Lynn, 

Marblehead, 

Middleborough, 


$18,500  00 

4,512,000  00 

11^800  00 

5,886  12 

100,000  00 

78,000  00 

5,000  00 

65,000  00 

•  19,000  00 

4,500  00 
30,500  00 

3,000  00 

8,500  00 
68,000  00 
20,300  00 

2,000  00 
42,500  00 

9,083  43 
32,500  00 
20,000  00 
15,000  00 
126  13 
67,500  00 

3,000  00 
30,000  00 
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Miller's  River  (Athol), 

Natick,     . 

New  Bedford, 

Newburyport, 

Newton,  . 

North  Adams, 

Ndrth  Attleborough, 

South  Boston, 

Southbridge, 

Spencer, 

Springfield, 

Stoughton, 

Waltham, 

Webster, 

Westfield, 

Willianistown, 

Worcester, 


$43,950  53 
8,500  00 

141,300  00 
16,000  00 

150,586  66 
18,000  00 
47,670  00 
68,000  00 
15,000  00 
85,000  00 
60,000  00 
40,000  00 
20,000  00 
32,444  34 
23,500  00 
11,503  GO 
20,000  00 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  of  the  stock 
held  within  the  Commonwealth  :  — 


Whole  Number 

Number  of 
stockholders 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

resident  in 

Stock  held  in 

Stockholders. 

Massachusetts. 

Massachusetts. 

Adams, 

8 

8 

$17,300 

Amesbury, 

14 

5 

27,700 

Amherst,  . 

37 

37 

25,000 

Arlington, 

55 

41 

42,900 

Attleborough,  . 

22 

20 

45,900 

Bay  State  (Bostou*), 

8 

6 

600 

Beverly,    . 

35 

35 

60,000 

Boston, 

6 

4 

2.000 

Brockton, . 

44 

42 

62,800 

Brookline, 

141 

123 

383,400 

Cambridge, 

389 

347 

628,900 

Charlestown,    . 

238 

228 

471,900 

Chelsea,    . 

129 

123 

289,700 

Chicopee,. 

.     2 

2 

30,000 

Citizens'  (Quincy),  . 

5 

3 

42,400 

Citizens'  (Wakefield), 

71 

58 

70,200 

Clinton,    . 

19 

19 

35,000 

Cottage  City,   . 

10 

10 

25,000 

Danvers,  . 

23 

22 

11,950 

Dedham,  . 

40 

33 

66,650 

Dorchester, 

19 

17 

399,800 

East  Boston,     . 

128 

108 

195,375 

Easthampton,  . 

39 

33 

26,300 

Fall  River, 

10 

7 

13,200 

Eitchburg, 

36 

33 

91,300 
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Whole  Number 

Number  of 
Stockholders 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

resident  in 

Stock  held  in 

stockholders. 

Massachusetts. 

Massachusetts. 

Gardner, 

4 

3 

,       124,000 

Gloucester,        .... 

58 

55 

;         61,350 

Great  Barrington,     . 

5 

5 

■     5,000 

Greenfield,        .... 

37 

27 

43,700 

Haverhill,         .... 

57 

52 

64,200 

Ipswich, 

28 

28 

16.000 

Jamaica  Plain, 

134 

128 

191,100 

Lawrence,         .... 

206 

187 

454,000 

Lee,  ...... 

n 

11 

20,000 

Leominster,       .... 

62 

56 

47,900 

Lexino'ton,        .... 

21 

20 

19,900 

Lowell, 

257 

217 

448,300 

Lynn,        ..... 

167 

158 

366,200 

Maiden, 

145 

124 

188,200 

Manufacturers'  (Fall  River),  . 

"7 

7 

50,000 

Marblehead,      .... 

29 

23 

32,500 

Marlborough,  .... 

12 

12 

50,000 

Middleboroug-h, 

6 

5 

24,000 

Milford, 

52 

48 

72,300 

Miller's  River  (Athol),    . 

14 

11 

28,100 

Nantucket,        .        .        .         . 

54 

48 

34,500 

Natick, 

37 

37 

•  20,000 

New  Bedford,  .... 

352 

325 

496,000 

Newburyport,  .... 

95 

80 

130,500 

Newton, 

170 

164 

194,200 

North  Adams,  .... 

43 

29 

43,800 

Northampton,  .... 

39 

29 

31,275 

North  Attleborough, 

36 

33 

67,400 

Norwood,          .... 

4 

3 

10,000 

Pittstiekl, 

52 

89 

54,100 

Plymouth,         .... 

30 

26 

37,900 

Roxbury, 

8 

4 

400 

Salem,       .         .         . 

246 

226 

280,100 

South  Boston,  .... 

29 

25 

43,800 

Southbridge,     .... 

50 

48 

38,500 

Spencer, 

15 

15 

85,000 

Springfield,      .... 

121 

111 

472,200 

Stoughton,        .... 

.17 

17 

40,000 

Taunton 

102 

98 

76,100 

Waltham,          .... 

106 

99 

129,600 

Webster, 

18 

18 

45,000 

Westfield,         .,        .        .        . 

21 

18 

47,700 

Williamstown, 

3 

3 

20,000 

Woburn, 

48 

46 

43,400 

Worcester,        .... 

189 

179 

465,400 
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The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  last  two  returns 
made  to  the  Board  :  — 


Yeae  Ending  June  30. 


Receipts  :  — 

Foi 

'  gas  sold  by  meter,         .... 

$4,027,049  67 

$4,432,899  30 

For  gas  supplied  to  public  lamps, 

352,934 

84 

327,438  05 

Fi'om  sales  of  coke, 

350,451 

47 

344,897  46 

sales  of  tar,        .         .         .         .  *       . 

92,945 

78 

117,603  71 

sales  of  ammoniacal  liquor, 

29,777 

98 

29,636  68 

rent  of  meters,  ..... 

1,544 

18 

1,265  28 

rent  of  gas  stoves  and  engines, 

2,325 

47 

1,910  84 

rent  of  gas  lamps,      .... 

2,239 

37 

2,076  70 

public  laiiips  other  than  gas  lamps, . 

9,864 

29, 

12,788  53 

other  som'ces, 

Total, 

209 

06 

474  49 

$4,869,342 

11 

$5,270,991  04 

F.XPENSES  :  — 

1. 

Coals, 

$1,289,489  57  • 

11,299,030  83 

2. 

Enrichers, 

125,055 

99 

140,017  84 

3. 

Purifying  materials,       .... 

42,071 

39 

30,734  13 

4. 

Water, 

22,259 

42 

23,701  50 

5. 

Wages  at  works, 

629,837 

46 

633,707  66 

6. 

Repairs  and  maintenance  of  works  (in- 

cluding renewal  of  retorts). 

268,904  45 

240,580  22 

7. 

Apparatus  and  machinery,     . 

31,087 

38 

52,130  15 

8. 

Wages  of  meter  takers,  clerical  labor 
in  distribution,  and  salai'y  or  com- 

mission of  collectors. 

83,421 

68 

98,350  74 

9. 

Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes,    . 

137,860 

60 

130,431  95 

10. 

Repairs  and  renewals  of  meters,  . 

50,386 

15 

52,986  83 

11. 

Lighting    and    repairing    (gas    lamps 

only),          .... 

13,686 

35 

10,823  59 

12. 

Lighting  and  repairing,  and  materials 

used  for  other  lamps. 

8,497 

28 

12,319  15 

13. 

Directors'  allowances,    .... 

4,108 

83 

10,593  28 

14. 

Salaries  of  officers,         .... 

109,540 

96 

143,902  06 

15 

General  salaries,    .         .         . 

99,366 

76 

105,116  22 

16. 

Rent  of  offices, 

10,867 

19 

10,961  61 

17. 

General  office  expenses,         .        .         . 

32,340 

14 

41,713  20 

18. 

Taxes, 

266,810 

18 

268,949  68 

19. 

Fire  insurance, 

11,190 

44 

9,419  61 

20. 

Law  expenses, 

16,863 

57 

27,879  51 

21. 

Claims, 

601 

47 

10,390  77 

22. 

Bad  deljts, 

19,975 

37 

17,002  37 

23. 

Incidental  expenses,       .... 

40,115 

35 

39,068  44 

24. 

Gas  bought, 

Total, 

- 

242,561  64 

$3,314,337 

98 

$3,662,372  98 
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Foe  Year  Ending  June  30. 

1889. 

1890. 

Leaving  an  apparent  net  profit  on  their 
gas  business  of 

They  have  also  received  for  interest,  . 

They  have  also  received  for  rents,  etc.. 

They    have    also    received   from   electric 
lighting, 

$1,555,004    13 

26,534  00 
54,087  83 

54,318  62 

$1,608,618  06 

16,085  00 

151,063  43 

110,871  40 

Making  a  total, 

From  these  receipts  were  paid  interest  on 
bonds  and  loans,        ..... 

Dividends, 

Other  items, 

$1,689,944  68 

$46,350  60 

1,021,847  00 

18,186  52 

$1,886,637  89 

$144,128  98 

1,017,785  00 

107,243  67 

Leaving  a  surplus  for  the  year  of 

11,086,384  12 
.$603,560  46 

$1,269,157  65 
$617,480  24 

Seven  of  the  companies  appear  not  to  have  earned  expenses, 
and  thirteen  others  have  not  earned  sufficient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $415,000  ;  but  the  sales  made  by  various  Boston  companies 
to  one  another,  and  thus  counted  twice  as  sold,  reduce  this 
amount  to  about  $174,000,  still  showing  a  substantial  increase  in 
the  use  of  gas.  Receipts  from  public  lamps  .continue  to  fall  off, 
this  year  showing  a  decrease  of  about  $25,000,  undoubtedly  due 
to  the  increased  use  of  electricity  for  street  lighting  purposes. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1890, 
the  separate  balance  sheets  of  the  companies,  as  taken  from  the 
annual  returns,  with  corrections  as  made  by  the  Board  after  exam- 
ination and  correspondence  .with  the  officers  of  .the  several  com- 
panies. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1889  show  the  following  facts  :  — 


For  Year  Eni 

5ING  JnuE  30. 

1889. 

1890. 

Assets : — 

' 

Real  estate,  ruachinery, street  mains  and 

meters . 

$17,943,671 

20 

$22,529,075  72 

Cash  on  hand, 

624,277 

27 

657,037  67 

Due  for  gas, . 

467,951 

27 

491,658  38 

Other  accounts  due, 

102,735 

70 

112,365  77 

[Materials,  etc.. 

577,630 

08 

635,648  04 

Notes  receivable,  . 

168,638 

66 

224,594  53 

Investments, 

321,334 

10 

475,559  16 

Electric  assets, 

724,527 

79 

1,650,427  31 

120,930,666 

07 

126,576,266  68 

Liabilities  :  — 

Capital  stock, 

fl2,705,000  00 

$13,158,300  00 

Bonds,   .... 

346,100 

00 

449,970  00 

Notes  payable. 

5,166,181 

82 

5,641,732  93 

Unpaid  bills, 

77,753 

08 

141,121  65 

Unpaid  dividends, . 

31,970 

50 

•20,353  60 

Deposits, 

26,145 

01 

32,752  41 

Interest  due. and  unpaid. 

8,219 

93 

3,945  80 

Other  items,  . 

29,172 

30 

42,784  99 

118,375,642 

64 

$19,390,961  18 

Reserved  and  depreciation  funds, 

545,293 

67 

618,289  68 

$18,920,836 

31 

120,009,250  86 

Surplus,         .        .        .        .      ■  . 

2,009,829 

76 

6,667,015  72 

120,930,666 

07 

126,576,266  58 

Of  these  companies 


Sixty  '  show  an  aggregate  surplus  of  . 
Seven  ^  show  an  aggregate  deficit  of   . 

$2,161,376  60 
151,545  74 

$6,684,922  97 
117,907  26 

Leavingtotal.net   surjolus,  as   shown 
above,         ...... 

Which,  added  to  reserves  carried  as 
liabilities, 

$2,009,829  76 
646,298  67 

$6,667,015  72 
618,289  68 

Would  show  an  actual  stirplus  of 
Equivalent  to  per  cent,  on  capital  of 
about 

$2,566,123  43 
20 

$7,185,305  40 
53 

1  57  in  1889.    ^  9  in  1889. 
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The  large  increase  in  the  surplus,  amounting  to  $4,630,181.97, 
is  not  due  to  any  sudden  increase  in  the  business  of  the  companies, 
but  to  the  fact  that  the  Boston  company  has  added  to  its  construc- 
tion accounts  the  sum  of  $4,064,641.08,  which  had  been  previously 
charged  to  expense  accounts  or  written  off  from  construction 
accounts,  and  that  the  Roxbury  company  added  $96,892.70, 
and  the  Charlestown  company  $17,974.11  in  the  same  way.  These 
amounts    account  for  90  per  cent,   of  the  apparent  increase. 

The  following  table  shows  the  valuation  of  the  property  of 
each  company,  as  assessed  by  the  local  assessors  :  — 


Assessed 

Assessed 

NAME  OF  COMPANY. 

NAME  OF  COMPANY. 

Value. 

Value. 

Adams, 

$13,900 

Lowell, 

$997,165 

Amesbury,    . 

18,700 

Lynn 

199,400 

Amherst, 

8,950 

Maiden, 

133,700 

Arlington,     , 

35,150 

Manufacturers'    (Fall 

Attleborough, 

26,200 

River),     . 

58,900 

Bay  State  (Bostor 

0,     '- 

526,300 

Marblehead, 

13,800 

Beverly, 

23,625 

Marlborough, 

14,000 

Boston, 

4,351,000 

Middleborough,  . 

17,250 

Brockton, 

76,800 

Mil  ford. 

76,400 

Brookline,     . 

412,900 

Miller's  River  (Athol), 

15,000 

Cambridge,  . 

704,100 

Nantucket,  . 

6,000 

Charlestown, 

632,500 

Natick, 

12,200 

Chelsea, 

283,900 

New  Bedford, 

438,200 

Chicopee, 

32,000 

Nevvburyport,     . 

^>2,100 

Chieopee  Falls, 

10,000 

Newton, 

349,600 

Citizens'  (Quincy),     ■. 

20,300 

North  Adams,     . 

16,000 

Citizens'  (Wakefield),. 

22,000 

Northampton, 

51,800 

Clinton, 

31,800 

North  Attleborough,  . 

67,300 

Cottage  City, 

10,400 

Norwood,    . 

11,000 

Danvers, 

4,000 

Pittsfield,     . 

64,500 

Dedham, 

34,775 

Plymouth,  . 

22,350 

Dorchester,  . 

298,200 

Koxbury,     . 

633,500 

East  Boston, 

18i,400 

Salem, 

303.000 

Easthampton, 

29,500 

South  Boston,     . 

386,300 

Fall  River,    . 

247,400 

Southbridge, 

i_ 

Fitchburg,     . 

101,325 

Spencer, 

22,400 

Gardner, 

12,1)00 

Springfield, 

548,770 

Gloucester,   . 

63,000 

Stoughton,  . 

8,000 

Great  Barrington, 

i_ 

Taunton, 

64,400 

Greenfield,    . 

29,000 

Waltham,    . 

181,700 

Haverhill, 

151,700 

Ware,. 

9,100 

Holyoke, 

122,000  ' 

Webster, 

31,300 

Ipswich, 

5,400 

Westfleld,   . 

52,500 

Jamaica  Plain, 

193,300  j 

WilliamsljOwn,    . 

3,750 

Lawrence,     . 

450,000 

Woburn, 

45,100 

Lee, 

10,60(1  i 

Worcester,  , 

551,000 

Leominster,  . 

20,000 

Lexington,    , 

3,278  ' 

Total,     . 

$14,615,188 

1  Not  returned. 
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Included  in  the  above  are  certain  companies  who  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned  :  — 


Amherst, 

Beverly,  . 

Breokline, 

Clinton,  . 

Fitchburg, 

Holyoke, 

Lawrence, 

Lee, 

Lynn, 

New   Bedford, 

Newburyport, 

Newton, 

Webster, 

Westfield, 


12,000 

6,400 

56,000 

14,800 

40,500 

22,000 

49,950 

8,000 

80,400 

133,200 

45,000 

82,100 

21,500 

16,500 

1578,350 


The  value  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,000,000,  as  there  are  electric  plants 
at  Chelsea,  Cottage  City,  Middleborough,  Athol,  Spencer  and 
Stoughton,  which  are  not  given  in  the  above  table. 
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The  following  table  shows  the   amount  paid  by  each  company 
for  taxes,  and  the  amount  for  each  thousand  feet  of  gas  sold  :  — 


Amount 

NAME  OF  COMPANY. 

Amount  of  Taxes 

per 

Paid. 

Thousand 
sold. 

Adams,       ,         .         .         .         .         .         .     '  . 

|440  64 

$0  0842 

Amesbiiry, 

502  47 

1178 

Amherst,    .... 

140  26 

1680 

Arlington, .... 

1,009  28 

1683 

Attleborough,    . 

450  04 

0700 

Bay  State  (Boston),  . 

7,929  35 

0569 

Beverly,     .... 

463  95 

0731 

Boston 

77,804  14 

0585 

Brockton,  .... 

710  00 

0685 

Brook] ine, .... 

4,786  35 

0885 

Cambridge, 

18,658  96 

1573 

Charlestown, 

9,953  80 

1299 

Chelsea,      .... 

4,790  76 

1640 

Chicopee,   .... 

537  68 

0644 

Citizens'  (Quincy),    . 

331  25 

0551 

Citizens'  (Wakefield), 

452  SO 

0866 

Clinton,      .... 

437  44 

0579 

Cottage  City,     . 

120  59 

0710 

Dauvers,     .... 

82  72 

0496 

Dedham,     .... 

857  61 

1431 

Dorchester, 

6,290  29 

1022 

East  Boston, 

7,496  12 

2042 

Easthampton,     . 

495  04 

1346 

Fall  River, 

6,700  63 

1412 

Fitchburg, . 

1,286  11 

0819 

Gardner, 

267  40 

2782 

Gloucester,         .        .        .        . 

1,467  80 

1133 

Great  Barrington, 

17  92 

0488 

Greenfield, 

566  56 

1908 

Haverhill, 

2,193  22 

0407 

Holyoke, 

1,906  03 

0405 

Ipswich, 

83  31 

0573 

Jamaica  Plain,  .... 

4,542  16 

1309 

Lawi'ence, ..... 

9,299  88 

1344 

Lee, 

7  60 

1401 

Leominster,        .... 

510  09 

3455 

Lexington,          .... 

128  81 

1820 

Lowell, 

17,969  65 

0800 

Lynn, 

4,593  12 

0755 

Maiden, 

2,969  10 

0970 

Manufactm-ers'  (Fall  River),    . 

1,093  06 

0815 

Marblehead,       .... 

505  93 

1598 

Marlborough,     .... 

323  29 

0674 

Middlehorough,    -     . 

180  85 

1875 

Milford, 

1,237  75 

1257 

Miller's  River  (Athol),      . 

154  81 

0575 

Nantucket,          .... 

133  67 

0701 

Natick, 

417  77 

1307 

New  Bedford,    .... 

3,639  28 

0844 
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NAME  OF  COMPANY. 


Amount  of  Taxes 
Paid. 


Amount 

per 
Thousand 

sold. 


Newburyport,    . 

Newton, 

North  Adams,    . 

Northampton,    . 

North  Attleboi'ough, 

Norwood,  . 

Pittsfield,   . 

Plymouth,  . 

Roxbury,    . 

Salem, 

South  Boston,    . 

South  bridge, 

Spencer,     . 

Si^ringfield, 

Stougiiton, 

Taunton,    . 

Waltham,  . 

Ware, 

Webster,    . 

Westfield,  . 

Williamstown,  . 

Woburn,     . 

Worcester, 


$1,238  64 

4,217  15 

716  47 

838  62 

1,633  91 

188  61 

1,606  17 

414  85 

13,217  05 

6,096  50 

6,553  65 

*209  25 

1,042  50 

7,723  51 

61  00 

1,786  13 

2,294  98 

183  16 

142  13 

615  29 

176  64 

988 -30 

11,543  41 


0  1410 
0899 
0383 
0807 
1271 
1353 
1147 
1044 
0780 
1688 
0995 
1576 
1062 
0958 
2101 
0481 
0860 
0409 
1001 
1033 

1.3341 
1242 
0967 


,924  76 


The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $269,924.76,  an  average  of  8.2  cents  per  thousand  feet  sold  ; 
being  an  increase  over  the  previous  year  in  the  total  amount  of 
$614.60,  and  a  decrease  of  1.48  cents  per  thousand  feet  sold. 
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Dividends. 

The   dividends  declared  by  tlie  several  companies   during   the 
year  are  shctwn  in  the  following  table  :  — 


Amount  per 

Rate  per 

Amount 

NAME  OF  COMPANY. 

Thousand 

Cent. 

of  Dividends. 

Sold. 

Adams, 

20 

'  $3,460 

$0  6610 

Amesbury, 

2 

1,200 

2813 

Amherst,  .        •    %  • 

- 

a_ 

_ 

Arlington, 

, 

6 

4,200 

1171 

Attleborough,  . 

6 

2,784 

4332 

Bay  State  (Boston), 

2 

10,000 

0718 

Tin  r  ,  1      5  Special  Stock, 
Be^eliy,  ^  Ordinary  Stoc 

^,      '. 

6 
6 

708 
3,000 

4725 

Boston,      .... 

10 

250,000 

189] 

Brockton, . 

7 

6,370 

4544 

Brookline, 

6i 

29,250 

5409 

Cambridge, 

10 

70,000 

5901 

Charlestown,-  . 

10 

50,000  . 

6526 

Chelsea,    . 

6 

18,000 

6022 

ChicoiDce, . 

12 

3,600 

4312 

Citizens'  (Qnincy), 

6 

1,980 

3298 

Citizens'  (Wakefield 

), 

2 

1,906 

3649 

Clinton,     . 

5 

1,750 

2369 

Cottage  City,    . 

- 

- 

2_ 

- 

Danvers,    . 

_ 

2_ 

—  . 

Dedham,  . 

_ 

2_ 

_ 

Dorchester, 

6 

24,000 

3900 

East  Boston,     . 

5 

11,000 

2997 

East  HamiDton, 

8 

2,400 

6527 

Fall  River, 

5 

14,400 

3034 

Fitchburg, 

10 

8,000 

5096 

Gardner,  . 

- 

2_ 

- 

Gloucester, 

, 

^8 

4,984 

3846 

Great  Barrington, 

- 

2_ 

- 

Greenfield, 

2 

1,080 

3637 

Haverhill, 

10 

7,500 

1392 

Ipswich,    . 

- 

2_ 

- 

Jamaica  Plain, 

11 

22,000 

6342 

Lawrence, 

8 

39,000 

5637 

Lee,  . 

_ 

2_ 

- 

Leominster, 

— 

2_ 

— 

Lexington, 

- 

2_ 

- 

Lowell,     . 

12 

60,000 

2673 

1  In  addition  to  this  dividend,  a  relDate  is  allowed  to  mills  owning  stock  of  84  cents 
a  thousand  on  gas  used  by  them. 

2  No  dividend  declared. 

3  An  additional  dividend  of  four  per  cent,  was  declared  from  the  earning  of  wharf 
property. 
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NAME  OF  COMPANY. 


Rate  per 
Cent. 


Amount 
of  Dividends. 


Amount  per 

Thousand 

Sold. 


Lynn, 
Maiden,     . 
Manufacturers  (Fall  River), 
Marblehead, 
Marlborough,   . 
Middleborough, 
Milford,    . 

Miller's  River  (Athol), 
Nantucket, 
Katick, 

New  Bedford,  . 
Newbuiyport,  . 
Newton,    . 
North  Adams,  . 
Northampton,  . 
North  Attleborough 
Norwood, 
Pittsfield,  . 
Pl^'mouth, 
Roxbury,  . 
Salem, 

South  Boston,  . 
Southbridge,     . 
Spencer,    . 
Springfield, 
Stoughton, 
Taunton,  . 
Waltham, 
AVebster,  . 
Westfield, 
.  Williamstown, . 
Woburn,   . 
Worcester, 


7 

9 

10 


10 


12 

6 
121 

6h 


10 
6 

8 

8 
8 


126,250 

19,800 

5,000 


7,615 


1,600 
30,0(j0 
6,600 
16,000 
4,000 
4,000 
4,086 

7.500 

2,400 

75,000 

19.500 

35,200 

1,200 

40,000 
1  _ 

8,000 

8,400 
1  _ 

4,320 
1  _ 

3,608 
40,000 


,022,651 


4315 
6473 
3730 


7736 


5014 
6958 
7511 
3411 
2140 
3847 
3178 

5367 
6038 
4427 
5399 
5343 
9035 

4963 

2154 
3148 

7251 

4556 
3361 


=  No  dividend  declared. 

Price  of  Gas. 
The  following  companies  have  reduced  the  price  of  gas  during 
the  year  ending  June  30,  1890  :  — 


Beverly, 

Cambridge, 

Clinton, 

Dedbara, 

Fall  River, 

Greenfield, 

Haverhill, 

Holyoke, 

Lawrence, 


Lee, 

Manufacturers'  (Fall  River), 

Natick, 

North  Adams, 

Pittsfield, 

Southbridge, 

Stoughton, 

Ware, 

Westfield. 


48  GAS  COMMISSIONERS.  [Jan. 

Of  these  companies,  four  made  reductions  in  1889  and  six  in 
1888,  one  made  a  reduction  in  both  years. 

The  following  pages  show  the  price  charged  by  the  several  com- 
panies June  30,  1890  ;  the  average  candle-power  as  shown  by  the 
tests  made  by  the  State  inspector  of  gas  ;  and  the  average  price 
per  thousand  feet  sold  by  meter  received  in  the  two  years  ending 
June  30,  1890. 

The  gas  made  is  coal  gas,  except  where  otherwise  noted. 
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The  average  price  to  consumers  for  coal  gas,  of  twenty-four 
companies  making  annually  more  than  30,000,000  feet  each,  is 
$1.3946  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $2.0152,  making  an  average  for  all 
of  $1.4461  per  thousand.  The  average  price  for  oil  gas  is  $3.8106 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  $1.72  ;  in  1887,  $1.66  ; 
in  1888,  $1.56;  in  1889,  $1.45;  and  in  1890,  $1.39,  — a  steady 
gain  for  the  consumer. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1890,  and  in  the  year  ending  June  30,  1889  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years  ; 
the  amount  used  at  works  and  offices ;  and  the  amount  of  gas 
unaccounted  for  during  the  year  ending  June  30,  1890,  and  the 
percentage  of  unaccounted-for  gas  in  both  years  :  — 
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The  following  table  shows  the  capacity  of  the  works,  the 
greatest  and  least  daily  output,  and  date  of  the  same  for  each  of 
the  companies  :  — 


Daily 

NAME  OF  COMPANY. 

Capacity  of 

Greatest 

Date. 

Least 

Date. 

Works. 

Output. 

Output. 

Adams, 

50,000 

1  _ 

1  _ 

1  _ 

1  _ 

Amesburj, 

100,000 

33,000 

Not  22, 

7,700 

June  18 

Amherst,  . 

5,000 

16,000 

Nov.  - 

1,000 

July    - 

Arlino'ton, 

50,000 

36,770 

Dec.  14, 

5,910 

July  13 

Attle'oorough,   . 

100,000 

41,000 

Jan.    8, 

14,000 

June    3 

Bay  State  {Boston) , . 

4,000,000 

- 

- 

- 

- 

Beverly,     . 

35,000 

38,400 

Jan. 13, 

7,800 

July    7 

Boston. 

6,000,000 

6,273,582 

Dec.  n, 

1,053,458 

July    7 

Brockton,  . 

100,000 

82,225 

Dec  24, 

14,580 

July  14 

Brookline, 

850,000 

254,200 

Dec.  24, 

83,700 

July  21 

Cambridge, 

1.000.000 

640,000 

Dec.    3, 

121,000 

July    7 

Cliarlestown,     . 

500,000 

383,000 

Dec.  24, 

118,000 

July  14 

Chelsea,     . 

250,000 

171,500 

Dee  24, 

53,000 

July     1 

Chifopee,  . 

80,000 

59,000 

Dec.  19, 

7,800 

July    8 

Chicopee  Falls, 

•2  _ 

2_ 

2_ 

2_ 

2_ 

Citizens'  (Quincy),  . 

70,000 

38,000 

Dec.  26, 

14,700 

July    4 

Citizens'  (Wakelield) 

30,000 

35,000 

2_ 

8,000 

2_ 

Clinton,     . 

90,000 

60,200 

Dec.  19, 

7,500 

July    8 

Cottage  City,     . 

60,000 

25,000 

Aug.  8, 

800 

Jan.   16 

Dan  vers,    . 

20,000 

2_ 

2  _ 

2_ 

2  _ 

Dedham,    . 

80,000 

45,420 

Nov.  25, 

9,230 

July  13 

Dorchester, 

300,000 

278,226 

Dec  24, 

94,988 

June  18 

East  Boston, 

250,000 

174,890 

Dec  24, 

53,370 

July  14 

Easthampton,    . 

40,000 

35,600 

Dec.  14, 

3,000 

July    7 

Fall  Kiver, 

500.000 

353,300 

Dee.    9, 

52,400 

July    7 

Fitch  burg, 

100,000 

93,200 

Dec.  18, 

17,300 

June    1 

Gardner,    . 

15,000 

7,000 

Dee  26, 

1,000 

July    4 

Gloucester, 

125,000 

71,000 

Dee  22, 

13,000 

June  28 

Great  Barrington,     . 

2  _ 

2  _ 

a  _ 

2_ 

2_    ' 

Greenfield, 

50,000 

17,800 

Dec.  24, 

3,600 

July    7 

Haverhill, 

820,000 

368,000 

Dec  18, 

59,000 

Aug.  18 

Hol\oke,    . 

500,000 

271,801 

Jan.  15, 

52,482 

July    7 

Ipswich,    . 

2_ 

2_ 

2_ 

2_ 

2I 

Jamaica  Plain, . 

200,000 

164,008 

Dee.  25, 

58,948 

July    8 

Lawrence, 

1,000,000 

422  401 

Dee.    3, 

67,053 

June  29 

Lee 

4,000 

800 

2_ 

200 

2 

Leominster, 

80,000 

a_ 

2_ 

2  _ 

2_ 

Lexino-ton, 

20,000 

3_ 

- 

3_ 

- 

Lowell, 

1,000.000 

1,865,000 

Dee,  n. 

203,000 

July    7 

Lvnn, 

500,000 

351,000 

Dec.  16, 

71,900 

June  25 

Maiden,     . 

200,000 

60,000 

Dec.    6, 

84,800 

July    9 

Manufacturers'  (Fall 

Kiver),  . 

2_ 

113,200 

Dee.  19, 

14,100 

June  23 

Marblehead, 

30,000 

19,933 

Mar.  14, 

4,354 

July  12 

Mai'l borough,    . 

100,000 

36,590 

Dec.  12, 

4,200 

July  14 

Middleborough, 

2_ 

2_ 

2  _ 

2  _ 

2_ 

Milford,     . 

80,000 

63,400 

Dec.  11, 

8.160 

July    7 

Miller's  River  (Athol) 

,      25,000 

18,970 

Dec.  23, 

2,600 

June    1 

Nantucket, 

28,000 

14,250 

Aug.  15, 

2,970 

Apr.  29 

No  record  kept. 


2  Not  returned. 


3  Has  no  station  meter. 
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Daily 

Greatest 

Least 

NAilE  OF  COMPANY. 

Capacity  of 
Works. 

Output. 

Date. 

Output. 

Date. 

Natiek, 

35,000 

24,800 

Nov.  27, 

2,800 

May  11 

New  Bedford,    . 

300,000 

214,600 

Dec  26, 

61,000 

July    5 

Newbnryport,   . 

100,000 

63,150 

Dec.    3, 

14,000 

July  21 

Newton,     . 

250,000 

237,000 

Jan   16, 

72,000 

July  14 

North  Adams,    . 

130,U00 

109,600 

Dec.  14, 

28,100 

July  23 

Northampton,    . 

75,000 

60,726 

Dec  13, 

11,175 

July    7 

North  Attleborough, 

110,000 

78,555 

Dec.    9, 

9,160 

July     7 

Norwood,  . 

2_ 

2  _ 

2  _ 

2  _ 

2_ 

Pittsfield,  . 

90,000 

70,000 

Dec.  24, 

20,000 

June  15 

Plymouth, 

20,000 

22,760 

Dec  30, 

5,570 

June  22 

Roxbury,  . 

500,000 

989,066 

Dec  30, 

1118.453 

June  17 

Salem, 

300,000 

175,000 

Dec.    9, 

68,0(J0 

Aug.    2 

South  Boston,    . 

425,000 

311,553 

Dec.  24, 

88,972 

July    7 

Southbridge,     . 

•  - 

*- 

1  _ 

1  _ 

i_ 

Spencer,    . 

120,000 

55,700 

Nov.  20, 

7,700 

May  31 

Springfield, 

500,000 

406,000 

Dec.  18, 

93,000 

July  14 

Stoughton, 

10,000 

3  _ 

3_ 

3_ 

31 

Taunton,   . 

250,000 

230,000 

Dec.  22, 

50,000 

June  30 

Waltham,  . 

200,000 

145,500 

Dec.    1, 

21,000 

July    7 

Ware, 

70,000 

33,503 

Dec  19, 

4,657 

July  23 

Webster,   . 

24,000 

14,000 

Dec.  24, 

4,000 

June  29 

Westfield, 

40,000 

35,400 

Dec.    9, 

7,300 

Aug.  19 

Williamstown,  . 

2,500 

2  _ 

2  _ 

8_ 

•  - 

Wobui'n,    . 

80,000 

44,900 

Dec.  14, 

10,800 

July    4 

Worcester, 

1,050,000 

662,100 

Dec,  24, 

124,700 

June  29 

1  No  record  kept. 


8  Not  returned. 


3  Has  no  station  meter. 
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[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  during 
the  year  ending  June  30,  1890  ;  the  percentage  of  incease  in  sales 
over  the  previous  year ;  the  capital  (including  bonds)  per  thou- 
sand feet  sold,  omitting  those  companies  which  have  electric  light 
plants  ;  the  average  price  received  for  all  gas  sold  during  the  year 
ending  June  30,  1890  ;  and  the  average  price  received  the  year 

previous  :  — 

Coal-gas  Companies. 

[Boldface  figures  show  decrease.] 


NAME  OF  COMPANY. 


^  r* 

o 

Total  Sales 

of  Gas. 

|ll 

Feet. 

5,234,602 

541 

4,2Go,y()0 

11.88 

6,996,680 

9.47 

6,423,800 

8  90 

139,242,970 

636.13 

6,348,095 

14  53 

1,322,335,928 

6  84 

14,016,800 

6  43 

54,075,904 

6.17 

118,646,607 

7  84 

76,611,994 

371 

29,891,179 

5.29 

8,348,988 

14  76 

6,003,600 

23.52 

5,222,047 

20  61 

7,557,588 

16  00 

1,698,300 

- 

1,666,600 

43  29 

5,994,100 

6.83 

61,429,525 

9.47 

36,703,248 

5.95 

3,677,150 

2  24 

47,459,357 

1.27 

15,669,400 

1.65 

12,957,850 

3.83 

2,969,200 

2  69 

53,892,550 

23.39 

46,549,424 

1102 

34,687,832 

11.07 

69,185,300 

3.11 

224,499.400 

12.23 

60,828,000 

9  93 

30,587,700 

10.61 

13,405,100 

10.05 

3,165,600 

0  88 

4,797,700 

10.87 

a. 

T3 

tT 

p. 

^   . 

q, 

" 

tr 

f^  ^ 

^ 

'-' 

^9^ 

< 

0  <!'«'? 


Adams, 

Amesbur}^  . 

Arlino;ton,  . 

Attle  born  ugh. 

Bay  State  (Boston),' 

Beverly, 

Boston, 

Brockton,    . 

Brookline,  . 

Cambridge, 

Charlestowu, 

Chelsea, 

Chicopee,    . 

Citizens'  (Quincy), 

Citizens'  (Wakefield) 

Clinton, 

Cottage  City, 

Danvers, 

Dedham, 

Dorchester, 

East  Boston, 

Easthampton, 

Fall  River,  . 

Fitch  burg,  . 

Gloucester, 

Greenfield, . 

Haverhill,   . 

Holyoke, 

Jamaica  Plain,    . 

Lawrence,  . 

Lowell, 

Lynn, . 

Maiden, 

JNIanufacturers'  (Fall 

River) ,  . 
Marblehead, 
Marlborough, 


f  3  305 
14  065 
11.673 
7.219 
35.995 

1891 
14.268 

5.901 

10.036 

3.592 

11.993 

19.111 


13.800 
18.101 
6.501 
5  994 
8.158 
6.068 

4  808 

17.513 

2.180 

6.703 

2.227 

7.192 

3.730 
13  583 
10.421 


^2  39 

1  74 

2  75 

2  00 

1  00 

2  31 

1  23 

2  09 

1  94 

1  64 

1  69 

1  96 

1  80 

2  34 

2  46 

2  12 

1  96 

2  61 

2  27 

1  93 

1  72 

2  52 

1  56 

1  90 

1  79 

2  35 

1  38 

1  58 

1  95 

1  41 

1  10 

1  75 

1  95 

1  52 

2  54 

2  32 

$2  35 
91 
76 
00 
00 
41 
25 
03 
13 
68 
68 
99 
83 
35 
44 
19 


87 
45 
02 

1  71 

2  51 


57 


37 
48 
60 
94 
44 
10 
77 
96 


1  54 

2  68 
2  13 


Sells  only  to  other  companies. 
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NAME  OF  COMPANY. 


Total  Sales 
of  Gas. 


Milford,       . 

Miller's  River(Athol) 

Nantucket, . 

Natick, 

New  Bedford, 

Newbnr^'port, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborou.2;Ii 

Norwood,    . 

Piltsfield,     . 

Plymouth,  . 

Roxbury,     . 

Salem, 

South  Boston, 

Spencer, 

Springfield, 

Taunton, 

AValtham,    . 

Ware, . 

Webster,     . 

Westfield,   . 

Woburn, 

Worcester,  . 


9,8^3,400 

2,694,100 

1,905,961 

3,190,800 

43,110,424 

8,786,500 

46,905,000 

18,687,700 

10,396,200 

12,858,600 

1,394,100 

14,005,650 

3,974,900 

169,410,222 

36,118,193 

65,881,998 

9,815,930 

80,587,900 

37,133,500 

26,687,200 

2,202,000 

1,420,300 

5,957,633 

7,917,000 

119,019,200 


3,281,954,329 


16.01 
9  53 

1164 
6  87 
1.22 

1105 
5  56 

11.10 
3  23 

1367 

29.18 
8.98 
3.69 
9.69 
5  02 
6.56 

10.25 
481 

15.00 
349 

17.73 

2 

262 

2  90 

13.57 


$7,345 

18.888 
8  932 


8.639 
4.809 
9  003 
8.608 
4.462 
10.063 
3  542 
8  306 
7.711 

6  949 
2  154 


5  683 
4.369 


96 
37 
66 
10 

48 
01 
91 
72 
90 
00 
43 
89 
10 
59 
80 
72 
25 
66 
47 
84 
31 
29 
29 
78 
50 


97 
31 

71 
24 

55 
98 
95 
82 
91 
01 
36 
96 
19 
59 
80 


1  72 


21 
67 
53 
81 
38 
32 
26 
94 
50 


'  Average  from  gas  sold  to  the  public. 
2  Works  in  operation  last  year  but  seven  months. 

Oil-gas  Companies. 


Amherst,     . 

835,046 

8.32 

$5  22 

$5  46 

Chicopee  Falls,  . 

781,935 

29.14 

- 

'3  33 

'3  57 

Gardner, 

961,300 

22.46 

$52  325 

4  50 

4  50 

Great  Barrington, 

367,000 

- 

13  624 

3  50 

- 

Ipswich, 

1,454,000 

9.08 

17.251 

3  01 

2  90 

Lee,     .... 

54,243 

- 

- 

5  50 

7  50 

Leominster, 

1,476,175 

23  71 

33.871 

4  00 

4  31 

Lexington.  . 

971,838 

15.46 

20.686 

4  47 

4  93 

Middleborough, . 

964,-558 

- 

- 

5  00 

5  40 

Southbridge, 

1,328,090 

8.83 

- 

2  82 

3  00 

Stoughton,  . 

290,350 

- 

- 

5  50 

- 

Williamstown,    . 

132,400 

' 

5  66 

- 

9,616,935 

1  Average  price  gas  sold  to  the  public. 
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GAS  COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  capital  (inclucliug  bonds)  ;  the 
gas  sold ;  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mile  of  main  ;  also  the  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 

Coal-gas  Companies. 


Pek  Mile  of  Main. 

Gas 

Gas 

sold  per 

NAME  OF   COMPANY. 

Gas  un- 

Number 

sold-  per 

Meter 

Capital. 

Gas  sold. 

accounted 

of 

for. 

Consumers. 

Consumer. 

Light. 

Feet 

Feet 

Feet 

Feet 

Adams, 

».3.4fi0 

1,046.920 

309,089 

26.4 

39,067 

3,906 

Ame.'-buiy,  . 

9,740 

692,516 

111,948 

22. 7 

29,421 

3,681 

Arlington,    . 

3,177 

272,205 

65,612 

18  8 

14,450 

2,605 

Attleiiorough, 

11,180 

.1,548,626 

292,144 

54.5 

28,437 

6,012 

Beverly, 

- 

98s,793 

117,898 

42.2 

13,959 

2,754 

Boston, 

19,011 

10,055,784 

926,568 

220.0 

44,069 

4,216 

Brockton,     . 

3n,329 

985.710 

222,138 

50.8 

19,414 

3,074 

Brookline,    . 

- 

966.553 

113,643 

30.7 

21,952 

3,164 

Cambiidgp,  . 

8,474 

1,436,400 

115,722 

66  0 

19,795 

3,549 

Cliarlestown, 

- 

1,871,32,5 

292,403 

95.7 

16,448 

3,427 

Clielsea, 

6,671 

664,692 

117,847 

35.0 

18,990 

3,813 

Cliicopce, 

- 

2,385,481 

44,054 

57  1 

41,618 

3.939 

Citizens'  (Qiiincv), 

5,333 

444,711 

58,348 

30  4 

13,381 

2,085 

Citizens'  (Wakefield), 

6,468 

338,434 

68,888 

22.0 

13.964 

1,831 

Clinton, 

- 

1,694,526 

228,935 

48.6 

27,526 

1,995 

rortage  City, 

- 

741,615 

239,083 

71.2 

9,499 

1,712 

Daiivers, 

6,845 

496,012 

131,211 

39.3 

12.625 

1,,539 

Dedliani, 

8,007 

442,369 

124,042 

22  9 

17,900 

2.475 

Dorclester, . 

6,827 

1.050,179 

7,9-J6 

47  5 

14,020 

2,785 

East  Boston, 

10,923 

1,822,4(10 

136  830 

72  7 

17,637 

4,620 

Eastliamiitun, 

8,241 

1,01(1,205 

183,151 

47.8 

21,133 

1,873 

Fall  River,  . 

13,8^9 

2  354,129 

376,400 

57.2 

38,346 

2,715 

Fitchhurg,   . 

- 

1,352,197 

114,117 

51.1 

25,294 

2,738 

Gloucester,  . 

8,112 

1.687,220 

97,177 

82.4 

19,297 

4,358 

Gieenlie'd,  . 

11,063 

613,743 

127,468 

46.8 

13,496 

3,807 

Haveiiiill,    . 

5,902 

2,706,808 

167,375 

104.1 

24.042 

4,160 

Holyoko, 

- 

2,700,083 

243,2.53 

81.9 

32,820 

4,002 

Jamaica  Plain,    . 

8,823 

1, 316,42s 

127,461 

50.4 

17,310 

3,083 

Lawrence,    . 

- 

2,138,000 

190,365 

70.7 

30,225 

4,490 

Lowell, 

6,807 

3,056,492 

U;  1,032 

102.9 

28.596 

3,845 

Lynn 

_ 

2,117,966 

312,838 

72  8 

28,814 

5,258 

Maiden, 

3,833 

532,980 

25,081 

31.2 

17,092 

3,117 

Manufacturers'  (Fall 

River),     . 

10,246 

2,746,946 

176,496 

57  0 

44,918 

2,216 

Marhleliead, 

10.311 

759,126 

203,285 

50  4 

12.693 

2,073 

Mailborouch, 

17,301 

1.660.104 

232,668 

61.6 

26.606 

2,872 

Wilford,       . 

9,526 

1,2C6.890 

128,788 

61.3 

20,330 

2,965 

Miller's  River  (Athol), 

- 

834,085 

55,197 

42.1 

19,809 

3,347 

Nantucket,  . 

7.438 

393,793 

68,303 

29.1 

10.151 

2,378 

Natick, 

6,115 

684,721 

56,673 

44.8 

14.293 

1,788 

New  Bedford, 

- 

1,481,492 

51,477 

85.8 

14,822 

3,967 

Newburyport, 

_  ■ 

992,8'-5 

257,897 

54.0 

18,382 

3,739 

Newton, 

- 

762,931 

77,407 

34  7 

19  235 

3.180 

North  Adams, 

6.890 

1,893,383 

326,271 

53.7 

31,699 

4,4,55 

Northampton, 

5,394 

1,121.488 

147.401 

46.5 

24.121 

3,3,56 

North  Attleborough,  . 

12,806, 

1,432  271 

99,310 

39.8 

35,718 

4.9,57 

Norwood,     . 

2,844 

330.355 

- 

10.4 

31,684 

2,227 

Pittsfiekl,     , 

7,870 

1 ,759,503 

180  446 

79.0 

21,4,55 

4.485 

Plymouth,  . 

11,167 

1,107,215 

44.008 

64.9 

17,060 

2,662 

Roxbury,     . 

8  472 

2,392,152 

215  960 

98  6 

24,871 

3,682 

Saltm, 

11.529 

1,388,093 

239,640 

94.0 

14,417 

3,034 

1891.] 
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Per  Mile  of  Main. 

Gas 

sold  per 

NAME  OF  COJIPAXY. 

Gas  un- 

Number 

sold  per 

Capital. 

Gas  sold. 

accounted 
for. 

of 
Consumers. 

Consumer. 

Lisht. 

Feet 

Feet 

Feet 

Feet 

South  Boston,     . 

$17,047 

2,210,860 

164,612 

773 

23,419 

4,620 

Spencer, 

- 

784,646 

70,559 

39  5 

19,688 

4,202 

Springfield, 

13,806 

1,986,859 

79,665 

83.7 

22,714 

3,790 

Taunton, 

4,136 

1,920,036 

73,065 

65.0 

28,555 

3,624 

"Waltham, 

- 

1,571,677 

49,923 

63.7 

27,921 

4,263 

Ware,  . 

- 

1,991,334 

186,140 

662 

30,071 

2,771 

"Webster, 

_ 

631,144 

110,800 

57  3 

10,925 

,2,171 

Westfield, 

_ 

1,130,480 

102,202 

59.8 

18,913 

3,561 

Woburn, 

7,309 

1,283,300 

86,078 

70.8 

18,118 

3,179 

AVorcestev, 

11,853 

2,713,000 

163,782 

101.5 

25,907 

5,280 

Oil-gas  Companies. 


Amherst,     . 

190,650 

28.1 

6,061 

1,338 

Chicopee  Falls,    . 

- 

662,657 

- 

69.6 

9,53.5 

1,907 

Gardner, 

$4,922 

94,060 

7,667 

11.1 

8,507 

1,838 

Great  Barrington, 

5,555 

407,777 

- 

S-'i.S 

7,340 

1,261 

Ipswich, 

8,832 

511,972 

- 

33.0 

14,758 

1,252 

Lee,      .... 

- 

_ 

- 

41.6 

- 

- 

Leominster, 

6,821 

201,390 

14,993 

28.0 

7,097 

1,514 

Lexington,  . 

6,838 

330,557 

- 

36.4 

6,020 

1,556 

Middleborough,  . 

- 

- 

- 

- 

5,316 

1,020 

South  bridge, 

_ 

644,703 

- 

89.3 

7,217 

1,253 

Stoughton,  . 

- 

_ 

- 

- 

- 

- 

Williarastown,    . 

- 

~ 

~ 

~ 

6,304 

1,904 
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The  following  tables  show  the  materials  and  quantity  of  each 
used  in  the  manufacture  of  water  and  oil  gas,  also  the  process 
used  and  the  quantity  of  water  gas  made  :  — 

Water  Gas. 


Name  of 
Company. 

Process 
used. 

Materials  used 
in  Generator. 

Quantity 
used. 
Tons. 

Enricher 
used. 

Quantity 

used. 
Gallons. 

Gas 
made. 

Feet. 

Amesbury,     . 

Bay   State, 
(Boston),    . 

Charlestown, 
Cottage  City,  . 

Fall  River,      . 

Lawrence, 

Lynn, 

8pencer, 

Worcester, 

Lowe- 
Granger, 

Flannery, 

Granger,  . 
Loomis,     . 

Lowe,        j 

Lowe,        j 

Granger,  . 
Evans,  .     . 
Granger,  . 

• 

Anthracite, 

Anthracite, 

Coke. 

Anthracite, 

Anthracite, 

Coke, 

Coal,  . 

Coke, 

Coke, 

(^oke, 

Coke, 

1  145  j 
2  3,015  j 

8  _ 

M40 

6471/ 

8  _ 
0  _ 

Petroleum,  . 

Naphtha, 

Crude  oil,     . 

Naphtha, 

Naphtha, 

Naphtha, 

Petroleum,  . 

Petroleum,  . 

Lima  oil. 
Petroleum,  . 
Naphtha, 

18,426  ( 

6,151  i 

228,581 

453,400  i 

48,516 

5,000 

106,757 

36,080 

9,570 
44,016 
114,623 

4,983,500 

139,962,.000 

9,042,000 
1,563,300 

21,050,700 

6,716,863 

1,576,000 

2,000,000 

22,924,600 

1  22  tons  of  screenings  used  for  generating  steam. 

2  1,213  tons  coke  used  for  steam. 

3  268  chaldrons  coke  used  in  generator,  si  cam  obtained  from  electric-light  boilers. 
*  Steam  from  electric-light  boilers. 

''  For  generating  steam,  22  tons  pea  coal,  217  tons  coke,  and  21  tons  screenings  were  used. 

0  7,783  bushels  of  coke  used  in  generator,  steam  takeu  from  electric-light  boilers. 

'  1  to  I'o  bushels  per  M  in  generator,  coke  for  steam  not  given. 

8  Made  in  works  and  not  measured. 

"  21,618  bushels  coke  used  in  generator,  and  ouesisth  of  a  bushel  per  M  used  for  steam. 

Oil  Gas. 


Name  of  Company. 


Materials  used. 


Quantity 

used.  • 

Gallons. 


Fuel  used. 


Quantity 
used. 


Amherst,  . 
Chicopee  Falls, 
Gardner,    . 
Ipswich,     . 
Lee,    . 


Leominster, 

Lexington, 

Eouthbridge, 

Stoughton, 
Williamstown, 


Naphtha, 

Petroleum, 

Naphtha, 

Petroleum, 

Petroleum, 

Petroleum, 
Petroleum, 
Petroleum, 

Naphtha, 
Naphtha, 


11,142 
28,797 
17,661 
18,418 
1  _ 

16,379 
10,433 
11,975 

3,258 


Coke,    . 
Anthracite,  . 
Wood,  . 
Coal,      . 
Anthracite  and 

wood. 
Cumberland  coal. 
Anthracite,  . 
Anthracite  and   ( 

wood,  / 

Bituminous, 
Wood,  . 


35  tons. 

75  tons. 

105  cords. 

73  tons. 


S3  tons. 
65  tons. 
52^  tons. 
3  cords. 
60  tons. 
12    cords. 


1  Not  given. 
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Street   Mains. 

The  returns  by  the  various  companies  of  their  street  mains  con- 
tinue to  improve.  During  the  year  forty-seven  companies  laid 
about  fifty-four  miles  of  mains,  varying  in  the  several  cases  from 
less  than  one  hundred  feet  to  nearly  seven  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains  as 
returned  by  the  companies  :  — 
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■iVBx  Suunp 

1,085 

655 

2,049 

500 
4,783 
7,444 
18,999 
8,522 
9,335 
2,473 

650 
35,290 

2,237 

4,731 

33,554 

1,272 

2,100 

1,000 

6,050 

10,500 

8,312 
6,614 

17,134 

"  ^    . 
S  <  t* 

&<    IK    w 

«  w  w 

» 

fe 

870 
2,030 

178 

810 
3,070 
2,215 
2,668 
1,180 
3,433 
3,174 
4,988 
6,153 
2,640 

870 
1,370 
2,300 
2,455 
1,533 
1,933 
2,972 
3,140 

776 
3,410 

871 
3,220 
1,170 
3,631 
4,800 
4,131 
4,604 
1,289 
4,440 
1,846 
1,890 
3,870 

s 

>ratOTtlC^Tl"na3i-ir)<0)(MOTl'COi-i01>0^(NMMODO«OrHOl-         •*0>t-IMtDIMrt 
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"a 
o 
Eh 

a 
a) 

.9 

26,400 
32,o50 
23,150 

116,338 
21,930 

1  82,270 
33,895 

2  694,348 

75,100 
314,953 

3  436,134 
216,188 
237,473 

18,480 
6,150 

101,690 
81,500 
23,575 
12,093 
17,773 
71,612 

309,380 

106,376 
19,250 

106,471 
61,300 
63,970 
40,591 
4,800 
24,851 

103,924 
91,049 
16,000 

139,126 

170,850 
9,150 

W 
o 

M 

M 

« 

H 

H 

5 

1    1    1    1    1  ^   r  ig   1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    [    1    1    1    1    1    1    1    1    1    I    1 

iriiigi^iiiiiiiiiiiiiiiiliiiil'=°rii^i 
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6,553 

23,473 

100 

8,937 

5,038 
1,000 

1,250 

12,484 
950 

1,500 
200 

5,252 

591 
11,760 

te 

200 

455 

22,416 

2,400 

20,545 

5,773 
52,800 

1,500 
975 

7,800 
5,400 

22,190 
6,000 

1,400 

200 

6,150 

10,575 
8,112 

e 

7,920 
3,000 

13,985 

5,654 

26,549 

550 

245,256 

13,872 

40,813 

17,123 
27,000 
2,640 

9,480 

20,000 

5,500 

2,002 

657 

18,681 

43,091 

4,400 

500 

44,277 

5,400 

8,380 

9,700 

2.640 
23,248 
12,564 

1,000 
14,187 
24,109 

^ 

2,640 
10,500 

2,000 
10,150 
13,373 

6,950 

110,474 

11,181 

89,055 

32,034 

54,280 

2,640 

1,500 

37,650 

10,000 

6,450 

6,584 

4,110 

11,469 

97,432 

38,156 

7,160 

4,389 

6,600 

8,750 

7,700 

2,640 
4,800 
10,678 

29,112 
15,522 
8,300 

M 

10,560 
13,950 

9,681 
99,674 

3,091 

15,940 
163,150 

40,315 
123,171 

132,792 

96,280 

5,280 

2,500 

44,000 

32.000 

7,675 

2,532 

7,835 

30,670 

138,917 

50,170 

2,500 

30,439 

41,100 

12,750 

20,641 

3,500 

13,421 

59,458 

48,708 

950 

76,561 

100,190 

600 

1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1    1  ^   1    1    1    1 

« 

6,280 

4,600 

10,652 

500 

2,480 

10,456 
3,008 
3,106 
5,260 

12,683 

5,913 

5,280 

560 

8,460 

18,000 

850 

4,721 
7,192 
2,100 
2,400 
8,490 

4,000 

23,390 

200 

500 

5,950 

7,365 

5,020 

10,650 

7,125 

3,000 

p<' 

300 

2,409 

179 

649 
5,412 

200 
2,640 

2,100 

850 

250 
3,600 
4,522 

812 

950 

97 
300 
975 

750 

-^ 

« 

185 
100 

2,327 
12,546 

4,913 
1,600 

2,959 
664 

300 

817 

- 

m                       o  rH                                        o               o          o      o               o          o 

iiS5iiiii;f5j:;iiiiiiiii§iii§iigigiii°iig 

rHt-T                                                                                                                                              qJ              r-T 

1^ 

i 

c 

F 
1* 

si 

T3 

Adams,    . 
Araesbury, 
Amherst, 
Arlington, 
Attleborough, 
Hay  Btate  (Boston) 
Beverly,  . 
Boston,    . 
Brockton, 
Brookline, 
Cambridge, 
Cbarlestown,  . 
Chelsea,   . 
Chicopee, 
Chicopee  Falls, 
Ciiizenw'  (Quincy), 
Citizens'  (Wakefie 
Clinton,    . 
Cottage  City,  . 
Danvers,  . 
]>edham, . 
I)orchester, 
Kasl  Boston,    . 
Easthampton, 
Fall  Kiver,       . 
Fitchbuig, 
Gardner, 
Gloucester, 
Great  Barrington, 
Greenfield, 
Haverhill, 
Holyoke, 
Ipsvvieh,  . 
Jamaica  I'lain, 
Lawrence, 
Lee, . 
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Haverhill,     . 
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Ipswich, 

Jamaica  Plain,     . 
Lawrence,     . 
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Lexington,    . 
Lowell, 

Lynn 

Maiden, 

Manufacturers'  (Fall  River 

Marbiehead, 

Marlborough, 

Middleborough,  . 

Milford, 

Miller's  River  (Athol), 

Nantucket,  . 

Natick, 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborough,  . 

Norwood, 

Pittsfield,      . 

I'lymouth,     . 

Roxbury, 

Salem 

South  Boston, 
Southbridge, 
Spencer, 
Springfield,  . 
Taunton, 
Waltham,     . 

Ware 

Webster, 
Westfleld,     . 
Williamstown,     . 
Woburn, 
Worcester,  . 
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High-power  Gas  Lamps. 
The  following  table  shows  the   number   of   Lungren  or  other 
high-power  gas  lamps  in  use  June  30,  1890  :  — 


Adams, 

Attleborou^, 

Beverly,   . 

Brockton, 

Brookline, 

Cambridge, 

Chelsea,    . 

Chicopee, 

Clinton,    . 

Dedham,  . 

Dorchester, 

East  Boston, 

Fall  River, 

Fitchburg, 

Gloucester  (Albo-carbon) 

Greenfield, 

Haverhill, 

Holj-oke,  . 

Jamaica  Plain, 

Lawrence, 

Leominster, 

Lowell,     . 

Maiden,    . 


65 

2 

15 

97 

4 

144 

24 

2 

13 

19 

6 

160 

25 

7 

150 

21 

128 

3 

2 

226 

2 

26 

183 


Manufacturers'  (Fall  River),  .  4 
Marblehead  j  ^'^l''^^^^'^^^     \     ^l 

Marlborough,  .         .        .        .75 

Milford, 110 

Miller's  River  (Athol),    .        .      6 

Natick 31 

New  Bedford,  .  .  .  .12 
New  bury  port,  ....       1 

Newton, 101 

North  Adams,  .  .  .  .130 
Northampton,  .  .  .  .22 
North  Attleborough,        .         .     77 

Pittsfield 16 

Plvmouth,         ....     82 

Salem, 10 

Springfield,      .        .        .        .30 

Taunton, 60 

AValtham,  .         .         .         .30 

Ware 4 

Westfield,  .  .  .  .25 
Woburn,  .  .  .  .  -2 
Worcester,        .        .        .        .12 


The  companies  reporting  more  than  fifty  gas  stoves  in  use  on 
June  30,  1890,  are  as  follows  :  — 


Chelsea, 

about 

60 

Newton, 

103 

Citizens'  (Quincy 

),      • 

112 

North  Adam 

3,       .        about 

60 

Fall  River,    . 

163 

Northamptor 

,       .        about 

100 

Fitchburg, 

82 

Plymouth, 

82 

Gloucester, 

125 

Salem,  . 

ahout 

100 

Greenfield, 

60 

Spencer, 

. 

36V 

Holyoke, 

about 

300 

Springfield, 

1,764 

Lawrence, 

about 

375 

Taunton, 

. 

127 

Lowell, 

,         , 

1,433 

Waltham, 

. 

180 

Lynn,    . 

, 

60 

Westfield, 

about 

75 

Natick, 

, 

63 

Worcester, 

. 

965 

New  Bedford, 

• 

692 

Public  Lamps. 

The  number  of  public  gas  lamps  supplied  by  the  companies 
shows  a  greater  decrease  this  year  than  before  noted,  the  net  loss 
being  1,776,  as  against  999  in  the  previous  report. 

The  oil-gas  companies  show  a  gain  of  9  for  the  year. 

The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1890,  the  net  increase  or  decrease  during  the  year,  the  average 
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price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  also  the  cost  per  thousand  of  the  care  of  the  lamps  when  this 
is  done  by  the  companies  :  — 

Public  Lamps  —  Coal-gas. 


NAME  OF  COMPANY. 

Number 
of  Lamps 
supplied. 

Inckease  OB  Decrease 
During  the  Year. 

Average 

Price 

received 

per  M, 

including 

Expenses. 

Expense  of 

Lighting 
and  Care  of 

Increase. 

Decrease. 

Lamps, 
Per  M. 

Adams,     .... 

_ 

_ 

64 

$2  12 

_ 

Amesbury, 
Beverly,   . 

14 

51 

3 
4 

- 

2  00 
2  22 

$6  65 
04 

Boston, 

2,984 

- 

44 

1  00 

_ 

Brookline, 

722 

- 

98 

1  97 

20 

Cambridge, 

709 

_ 

153 

1  36 

_ 

Charlestown, 

732 

- 

186 

1  55 

_ 

Chelsea,    . 

_ 

- 

611 

1  80 

_ 

Chicopee, . 
Citizens'  (Quin 

cy),. 

4 
69 

17 

- 

2  00 
1  43 

- 

Citizens'  (Wakefield), 
Clinton,     . 

76 
6 

- 

9 

2  29 
2  50 

- 

Cottage  City, 
Dedham,  . 

20 

9 

109 

2  03 
2  17 

- 

Dorchester, 

1,482 

178 

_ 

1  80 

_ 

East  Boston, 

695 

5 

_ 

1  60 

_ 

Fall  River, 

305 

- 

23' 

1  49 

_ 

Fitchburg, 

62 

_ 

_ 

1  60 

_ 

Gloucester, 

100 

- 

- 

1  50 

_ 

Haverhill, 

201 

_ 

31 

1  22 

_ 

Holyoke,  . 
Jamaica  Plain, 

76 

775 

35 

- 

1  33 
1  86 

- 

Lowell,     . 

952 

9 

_ 

1  10 

_ 

Lynn, 

- 

- 

264 

1  77 

— 

Maiden,    . 

2 

— 

— 

1  60 

_ 

Manufacturers' 

(Fall 

^ 

River), . 

84 

- 

16 

1  50 

_ 

Marblehead, 

79 

- 

- 

2  40 

81 

Marlborough, 

8 

- 

_ 

2  27 

_ 

Milford,    . 

41 

41 

_ 

1  90 

63 

Nantucket, 

76 

_ 

_ 

2  11 

48 

Natick, 

33 

4 

_ 

2  03 

_ 

New  Bedford, 

447 

— 

32 

1  22 

_ 

Newton,    . 

787 

34 

- 

1  59 

68 

North  Adams, 

109 

_ 

7 

1  59 

35 

Pittsfield, . 

30 

— 

40 

1  50 

37 

Plymouth, 
Roxbury,  . 

1,904 

56 

43 

1  49 

- 

Salem, 

87 

- 

11 

1  80 

_ 

South  Boston, 

729 

— 

36 

1  50 

_ 

Springfield, 
Taunton,  . 

54 
123 

- 

430 
24 

1  25 
1  43 

- 

Waltham, 

175 

_ 

1 

2  76 

1  84 

Worcester, 

507 

50 

1  50 

- 

15,310 
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Oil-gas. 


NAME  OF  COMPANY. 

Number 
of  Lamps 
supplied. 

inckeasb  or  decrease 
During  the  Year. 

Average 

Price 

received 

per  M, 

including 

Expenses. 

Expense  of 

Lighting 
and  Care  of 

• 

Increase. 

Decrease. 

Lamps, 
Per  M. 

Amherst,  .... 
Chicopee  Falls, 
Ipswich,   .... 
Lexington, 
Mlddleborough, 
Southbrldge,     . 

4.5 
18 
12 
87 
20 
1 

9 

- 

$5  70 

3  00 

2  61 
5  00 

3  00 

_ 

183 

Purity  of  Gas. 

The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  fifteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of 
gas,  or  more  than  ten  per  cent,  of  carbonic  oxide  or  any  sul- 
phuretted hydrogen,  a  fine  of  one  hundred  dollars  shall  be  paid 
by  such  company  to  the  city  or  town  supplied  by  it.  (Pub.  Stats., 
chap.  61,  sect.  14.) 

By  chapter  252  of  the  Acts  of  1890,  the  provision  of  the  Public 
Statutes  relating  to  carbonic  oxide  was  stricken  out,  so  that  it  is 
no  longer  illegal  to  manufacture  water  gas  containing  more  than 
ten  per  cent,  of  this  substance. 

The  following  table  shows  the  amount  of  impurities  found  on 
the  given  dates,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  therein  named,  as 
reported  to  this  Board  by  the  State^  Inspector  of  Gas  :  — 
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Total 

Number  of 

Kind  of 

NAME  OF  COMPANY. 

Amount  of 

Date  when 

Inspections 

Impurities. 

Impurity. 

found. 

during  ttie 
Year. 

^11 

Cottage  City,     .... 

13.8 

Sept.  12, 

2 

Danvers, 

14.8 

Oct.    29, 

2 

^§a 

ui^. 

Citizens'  (Quincy),   . 

24.1 

Nov.  28, 

3 

^5   c3  O 

^^s 

Chelsea, 

25.6 

Apr.   25, 

7 

Citizens'  (Wakefield, 

15.6 

Sept.    4, 

3 

d5 

East  Boston,       .... 

ll.o 

May   27, 

8 

=fH 

East  Boston, 

19.8 

July   18, 

- 

s 
o 

Greenfield, 

37.0 

Oct.    31, 

3 

o 

Jamaica  Plain, 

23.8 

Aug.  27, 

7 

o 

1—1 

Lowell, 

12.0 

Mar.    12, 

35 

s 

Maiden, 

16.1 

Feb.    27. 

6 

Oh 

Manufacturers'  (Fall  River),    . 

11.2. 

Apr.    11, 

4 

CO 

a 

Manufacturers', 

10.7 

June  10, 

_ 

"2 

Milford, 

26.3 

Apr.    22, 

3 

bSi 

Nantucket, 

25.0 

June  27, 

2 

cT 

New  Bedford, 

10  9 

Nov.   13, 

9 

'3 

Salem, 

11.2 

Aug.  28, 

8 

O 

South  Boston, 

15.4 

May    14, 

12 

s 

South  Boston, 

11.9 

June     7, 

_ 

^ 

Springfield, 

12.9 

July   11, 

15 

Waltham,  . 

11.4 

May    20, 

6 

AValtham,  . 

11.7 

Dec.      4, 

— 

be 
o 

Adams, 

Ti-ace, 

May   21, 

3 

Charlestown, 

" 

Mar.     4, 

14 

^ 

T3 

Citizens'  (Quincy), 

» 

Nov.  28, 

3 

K-3 

Gloucester, 

11 

Nov.  11, 

4 

Newburyport,    . 

11 

Nov.  11, 

3 

a; 

Northampton,    . 

" 

Dec.  .    3, 

3 

0) 

Salem, 

" 

Nov.  25, 

8 

3 

Spencer,     . 

11 

Nov.     6, 

4 

'a 

Spencer, 

" 

Dec.    12, 

- 

3 

Springfield, 

Mar.     4, 

15 

Of  the  inspections  for  ammonia  cited  above,  the  two  at  South 
Boston  and  the  two  of  the  Manufacturers'  Company  at  Fall  River 
were  consecutive,  as  was  also  the  case  with  the  two  for  sulphur- 
etted hydrogen  at  Spencer. 
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A  comparison  of  the  inspections  made  during  the  five  years  from 
1886  to  1890,  inclusive,  shows  the  following  results  :  — 

1886.   1887.    1888.    1889.    1890. 

Number  of  inspections  made,       .    426        445        458        451        443 

Number  of  companies  subject  to 

inspection,       ....      58  59  60  59  59 

Number  of    companies    showing 

deficiency  in  candle-power,   .1  114  2 

Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies,     .    24.0        23.3      21.6  22.1       25.4 

Lowest  candle-power,  not  includ- 
ing ten  oil-gas  companies,     .    14.7         12.5       13.3  14.2       13.8 

Average  candle-power,  not  includ- 
ing ten  oil-gas  companies,     .    17.76       17.74     17.60        17.59     17.79 

Number    of  companies   showing 

sulphuretted  hydrogen, .        .        4  4  1  4  9 

Number  of  companies   showing 

excess  of  sulphur,  ...        2  4  1  1  1 

Number    of  companies   showing 

excess  of  ammonia,        .         .       15  9  13  9  15 

Number  of  companies  showing 
excess  of  carbonic  oxide, 

Largest  amount  of  sulphur, . 

Smallest  amount  of  sulphur. 

Average  amount  of  sulphur. 

Largest  amount  of  ammonia. 

Smallest  amount  of  ammonia. 

The  inspections  of  the  ten  oil-gas  companies  showed : 


4 

4 

8 

7 

- 

29.2 

25.2 

23.1 

22.9 

24.1 

25 

1.4 

3.2 

1.5 

1.4 

10.42 

8.81 

9.26 

7.32 

10.08 

58.7 

43.4 

76.0 

32.3 

37.0 

1.- 

1.- 

1.- 

1.- 

1.- 

f^ 

1886. 

1887. 

1888. 

1889. 

1890. 

Average  amount  of  ammonia, 

.      4.05 

3.29 

3.07 

2  82 

3.01 

Highest  candle-power,  . 

.    68.6 

59.7 

52.4 

55  0 

70.5 

Lowest  candle-power,  . 

.    23.0 

22.1 

21.5 

20.8 

21.1 

Average  candle-power, 

.    30.35 

30.36 

33.73 

34.72 

39.04 
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ELECTRIC   LIGHT. 

In  the  report  of  last  year  a  complete  list  of  the  electric  light 
companies  in  the  State  was  given.  Since  then  the  following  have 
been  incorporated :  — 


NAME  OF  COMPANY. 

Location. 

Capital. 

Back  Bay  Incandescent  Lipht  Co., 

Citizens'  Electric  Co.  of  Milton,   . 

Cohasset  Electric  Co.,  . 

Holyoke  Electric  Co.,    . 

Methuen  Gas  Light  (;o., 

Milton  Light  and  Power  Co., 

Pittsfield  Electric  Co.,  . 

Reading  Electric^Light  and  Power  Co 

Swampscott  Electric  Co., 

Ware  Electric  Co., 

Ware  Power  and  Improvement  Co., 

'      ; 

Boston, 
Milton, 
Cohasset,    . 
Holyoke,     . 
Methuen,     . 
Milton, 
Pittsfield,    . 
Reading,     . 
Swampscott, 
Ware, 
Ware,    •      . 

$5,000 
10,000 
30,000 
10,000 
25,000 
50,000 
100,000 
12.000 
10,000 
20,000 
10,000 

The  following  table  gives  the  names  of  those  companies  in 
active  operation  on  June  30  last,  together  with  the  localities 
supplied  and  the  amount  of  capital  stock  :  — 


NAME  OF  COMPANY. 


Localities  supplied. 


Adams  Electric  Light  and  Power  Co., 

Amherst  Gas  Co  , 

Andover  Electric  Co  , 

Beverly  Gas  Light  Co.,  .... 
Blue  Hill  Electric  Co.,  .  ,  .  .  . 
Boston  Electric  Light  Co.,  .... 
Bridgewater  Electric  Co.,  .... 
Brookline  Gas  Light  Co  ,      . 

Cambridge  Electric  Light  Co., 

Charlestown  Gas  Co., 

Chelsea  Gas  LightCo.,  ..... 

Chicopee  Electric  Co., 

Clinton  Gas  Light  Co., 

Cottage  City  Gas  and  Electric  Light  Co.,    . 

Dedham  Electric  Co., 

Edison  Electric  Illuminating  Co  of  Boston, 

Edison  Electric  Illuminating  Co.  of  Brock- 
ton  

Edison  Electric  Illuminating  Co.  of  Fall 
River, 

Edison  Electric  Illuminating  Co.  of  Law- 
rence,        

Edison  Electric  Illuminating  Co.  of  New 
Bedford,  i 

Electric  Light  and  Patent  Flooring  Co., 
'  Fall  River  Electric  Light  Co., 

Fitch  burg  Gas  Co., 

Framingham  Electric  Co.,    .... 

Franklin  Electric  Light  Co., 

Gardner  Electric  Co. 

Gloucester  Electric  Co. 


Adams, 

Amherst,     . 

Andover,     . 

Beverly, 

Canton, 

Boston, 

Bridgewater, 

Brookline,  Boston  (Br 

ton), 
Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,    . 
Clinton, 
Cottage  City, 
Dedham,     . 
Boston, 

Brockton,    . 

Fall  River, . 

Lawrence,   . 

New  Bedford,     . 
Amesbury, . 
Fall  River, . 
Fitch  burg,  , 
Framingham,  Ashland 
Turner's  Falls,   . 
Gardner, 
Gloucester, 


$§,500 

30,000 

20,000 

1,000,000 

15,000 

200,000 

10,000 

60,000 
1,160,000 

85,000 

81,600 

65,000 

150,000 
38,100 
90,000 

80,000 
10,000 
28,700 
20,000 


1  Taken  over  July  1,  1890,  by  the  New  Bedford  Gas  Light  Co. 
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NAME  OF  COMPANY. 


Localities  supplied. 


Great  Barrington  Electric  Light  Co.,   . 

Greenfield  Electric  Light  and  Power  Co. 

Haverhill  Electric  Co.,  . 

Holyoke  Water  Power  Co.,  . 

Hudson  Electric  Light  Co.,  . 

Hyde  Park  Electric  Light  Co., 

Lawrence  Gas  Co., 

Lee  Electric  Co.,    . 

Leicester  Electric  Co.,   . 

Leominster  Electric  Light  and  Power  Co., 

Lowell  Electric  Ligtit  Corporation, 

Lynn  Gas  and  Electric  Co.,  . 

Maiden  Electric  Co.,     .... 


Marlborough  Electric  Co.,    . 
Middleborough  Electric  Light  and  Power 

Co 

Milford  Electric  Light  and  Power  Co., 
Millbury  Electric  Co.,  .... 
Miller's  River  Gas  Light  Co., 
Nantucket  Electric  Light  Co., 
Natick  Electric  Co.,       .... 
New  Bedford  Gas  Light  Co., 
Newbury  port  Gas  and  Electric  Co.,     . 
Newton  and  Watertown  Gas  Ligbt  Co., 
North  Adams  Electric  Light  and  Power  Co. 
Northampton  Electric  Lighting  Co.,    . 
North  Attleborough  Steam  and  Electric  Co. 


North  Shore  Electric  Co.,     . 
Orange  Electric  Light  Co.,    . 
Palmer  Electric  Co.,      .... 
People's  Electric  Co.,    .... 
Pittsfleld  Electric  Light  Co., 
Pntstield  lllumiiiatiug  Co.,  . 
Plymouth  Electric  Light  Co., 
Qnir^cy  Electric  Light  and  Power  Co., 
Salem  Electric  Lightmg  Co., 
Somerville  Electric  Light  Co., 

Southbridge  Gas  and  Electric  Co., 
South  Hadley  Falls  Electric  Light  Co., 

Spencer  Gas  Co., 

Stoughton  Light,  Heat  and  Power  Co., 

Suburban  Ligtit  and  Power  Co.,  . 

Taunton  Electric  Lighting  Co.,    . 

Union  Electric  Light  Co., 

United  Electric  Light  Co.,    . 

Uxliridsre  and  Northbridge  Electric  Light 

C0.7 

Waltham  Gas  Light  Co., 

Wal worth  Light  and  Power  Co., . 

■Ware  Electric  Light  Co., 

Webster  Electric  Co.,    .... 

Westborough  Electric  Light  and  Power  Co 

Westtield  Gas  Light  Co., 

"Weymouth  Light  and  Power  Co., 

"Whitman  Electric  Co  , 

Winchendon  Electric  Light  and  Power  Co., 

"Woburn  Electric  Light  Co., 

"Worcester  Electric  Light  Co., 


Great  Barrington, 

Greenfield,  Deerfleld, 

Haverhill,   . 

Holyoke,     . 

Hudson, 

Hyde  Park, 

Lawrence,  No.  Andover, 

Lee,     .... 

Leicester,    ... 

LtQininster, 

L,owell,  Dracut,TyngsborO; 

Lynn,  Swampscott,    . 

Maiden,  Melrose,  Medford 

Everett,   . 
Marlborough,     . 

Middleborough, . 
Milford,  Hopedale,     . 
Millbury,    ... 
Athol,  ... 

Nantucket, 
Natick,  Wayland, 
New  Bedford,  Fairhaven, 
Newburyport,     . 
Newton,  Watertown, . 
North  Adams,    . 
Northampton, 
Attleborough,  North  Attle 

borough,  Wrentham, 
Revere,  Winthrop 
Orange, 
Palmer, 
Easthampton, 
Pittstield,    . 
Pittsfleld,    . 
Plymouth,  . 
Quincy, 

balem,  Peabody, 
Somerville,  Arlington,  BeL 

niont, 
Southbridge, 
South  Hadley 
Spencer, 
Stoughton,  . 
Boston, 
Taunton, 
Franklin,     . 
Springfield, 

Uxbridge,  Northbridge, 

Waltham,    . 

Boston, 

Ware, . 

Webster,  Dudley, 

Westborough, 

Westfield,   . 

Weymouth,  Hingham 

Whitman,   . 

Winchendon, 

Woburn,  Winchester, Stone 

ham, 
Worcester,  . 


!g22,300 
30,000 
85,000 

9,125 
50,000 


4,000 

50,000 

197,700 


100,000 
30,000 

40,000 
39,500 
15,000 

25,000 
40,000 


7,500 
58,700 

61,600 

80,000 

25,000 

30,000 

6,000 

5,000 

25,000 

40,000 

50,000 

140,000 

120,000 

7,000 


83,000 

30,000 

20,000 

300,000 

20,000 

15,000 
15,000 

22,700 

50,000 
20,000 
12,000 

120,000 
200,000 


1  Taken  over  July  1, 1890,  by  the  North  Adams  Gas  Light  Co. 


In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 
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The  following  companies  have  boi5ds  and  notes  outstanding  : — 


Adams,   . 

Andover, 

Boston,   . 

Cambridge, 

Chicopee, 

Dedham, 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

E.  L  &  Patent  Flooring  (Amesbur 

Fall  River, 

Framingham, 

Franklin  (Turner's  Falls, 

Gardner, 

Gloucester, 

Great  Barrington, 

Greeniield, 

Haverhill, 

Hudson, 

Hyde  Park, 

Leicester, 

Leominster, 

Lowell,  . 

Maiden,  . 

Marlborough, 

Middleborough, 

Milford, 

Millbury, 

Nantucket, 

Natick,  , 

North  Adams, 

Northampton, 

North  Attle borough, 

North  Shore  (Revere) 

Orange,  . 

Palmer,  .         .         . 

Pittsfleld  Electric  Light  Co., 

Pittsfield  Illuminating  Co., 

Plymouth, 

Quincy,  . 

Salem,    . 

Somerville, 

Taunton, 

Union  (Franklin), 

United  (Springfield) 

Uxbridge  and  Northbridge, 


y), 


$8,300  00 

24,400  00 

299,100  00 

50.000  00 

2,900  00 
10,686  53 
185,000  00 
92,500  00 
17,000  00 
39,200  00 
53,415  00 
18,500  00 
53,725  00 
618  00 
37,500  00 

4,116  40 

3,300  00 

S,000  00 
19,000  00 

7,000  00 
21,000  00 
21,209  45 
15,000  00 
96,000  00 
137,609  56 
24,700  00 
30,000  00 
14,688  13 
16,000  00 
23,450  00 
46,000  00 

7,000  00 
24,318  35 
41,826  06 
79,144  89 
15,000  00 
20,700  00 

8,600  00 
15,736  46 
31,500  00 
27,491  36 
47,500  00 
56,978  21 

3,000  00 
30,000  00 
73,000  00 

8,000  00 
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Westborough,        .        .        *.        .        .        .        .  $19,800  00 

Weymouth, .         .  65,000  00 

Woburn,          .         .         .     ■ 128,430  90 

Worcester, 10,000  00 

In  these  amounts,  the  borrowed  money  which  the  gas  companies 
have  invested  in  electric  lighting  is  not  included,  it  being  already 
given  in  the  table  relating  to  gas  companies. 

The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  3,  1890  :  — 


Whole  Num- 

Number resi- 

Value of  stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent In  Mas- 

held In 

holders. 

sachusetts. 

Massachusetts. 

Adams, 

7 

7 

f8,500 

Andover,    . 

37 

36 

26,000 

Boston, 

362 

133 

408,500 

Blue  Hill  (Canton),  . 

- 

- 

- 

Bridgewater, 

14 

14 

15,000 

Cambridge, 

34 

34     • 

200,000 

Chieopee,  . 

6 

6 

10,000 

Dedham,    . 

16 

16 

60,00n 

Edison  (Boston), 

77 

66 

837,300 

Edison  (Brockton),  . 

24 

22 

59,550 

Edison  (Fall  River), 

51 

46 

52,200 

Edison  (Lawrence),. 

17 

14 

45,575 

Edison  (New  Bedford), 

110 

105 

127,900 

E.  L.  &  Patent  Flooring 

Company 

(Amesbury),. 

22 

20 

35,600 

Fall  Kiver, 

50 

41 

70,500 

Framingham,     . 

11 

11 

80,000 

Franklin  (Turner's  Falls) 

»        • 

28 

28 

10,000 

Gardner,    . 

35 

34 

28,400 

Gloucester, 

7 

7 

20,000 

Great  Barrington, 

19 

8 

6,600 

Greenfield, 

41 

32 

23,400 

Haverhill, . 

36 

36 

85,000 

Hudson, 

13 

13 

9,125 

Hyde  Park, 

- 

- 

- 

Leicester,  . 

12 

12 

4,000 

Leominster, 

8 

7 

20,000 

Lowell, 

318 

299 

144,600 

Maiden, 

30 

29 

9,230 

Marlborough,    . 

10 

9 

29,000 

Middleborough, 

10 

10 

40,000 

Mil  ford,     . 

21 

21 

39,500 

Millbury,  . 

- 

- 

15,000 

Nantucket, 

7 

7 

12,000 

Natick,       .... 

7 

7 

40.000 

North  Adams,    . 

8 

8 

7,500 

Northampton,    . 

68 

68 

58,700 

North  Attleborough, 

13 

12 

61,300 
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Whole  Num- 

Number resi- 

Value of  Stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent in  Mas- 

held in 

holders, 

sachusetts. 

Massachusetts. 

North  Shore  (Revere), 

12 

12 

$80,000 

Orange,      .... 

4 

4 

25,000 

Palmer,      .... 

10 

9 

19,900 

People's  (Easthampton),  . 

11 

11 

5,000 

Pittsfield  Electric  Light  Co., 

4 

4 

5,000 

Pittsfield  Illuminating  Co., 

5 

4 

19,000 

Plymouth,. 

- 

- 

- 

Quincy,      .... 

88 

88 

50,000 

Salem,        .... 

103 

101 

135,000 

Somei'ville, 

163 

159 

118.600 

South  Hadley  Falls,  . 

3 

3 

7,000 

Taunton,    .... 

15 

15 

30,000 

Union  (Franklin),     . 

4 

4 

20,000 

United  (Springfield), 

84 

80 

275,000 

Uxbridge  and  Norihbridge, 

46 

46 

20,000 

Walworth  (Boston), 

8 

8 

15,000 

Ware,         .... 

20 

20 

15,000 

Westborough,    . 

19 

18 

22,690 

Weymouth, 

10 

10 

50,000 

Whitman,  .... 

15 

15 

20,000 

Winchendon, 

8 

7 

700 

Woburn,    .... 

58 

54 

115,200 

Worcester, 

81 

79 

199,500 

The  following  statistics  show  the  aggregate  results  of  the  opera- 
tion of  the  electric  light  central  stations  in  the  State  for  the  year 
ending  June  30,  1890:  — 

Receipts  : 

For  light  and  power,  .        .        .        .        .        .        .    $1,908,394  00 

From  other  sources, .  12,308  05 

$1,920,702  05 
Expenses  : 

For  manufacture, $752,831  18 

distribution, 281,046  33 

office  expenses  and  management,        .        .        .  116,350  92 

taxes, 67,620  91 

miscellaneous, 122,965  26 

$1,340,814  60 
Leaving  a  balance  of $579,887  45 

The  above  figures  show  the  earnings  of  the  electric  light  com- 
panies and  of  the  electric  departments  of  gas  companies.  The 
amount  of  net  earnings  of  the  electric  departments  of  gas  com- 
panies was  $110,871.40,  leaving  as  the  earnings  of  the  electric 
companies  1469,016.05  applicable  to  the  payment  of  interest  and 
dividends. 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities  :  — 


' 

Assessed 

Assessed 

NAME  OF  COMPANY. 

NAME   OF  COMPANY. 

Valuation. 

Valuation. 

Adams, 

$9,500 

Milford 

$26..500 

And  over, 

12.700 

MilUmrv,     .        .        .         . 

15,000 

Boston,  . 

5'25,200 

Nantucket,  .        .        .        . 

6,000 

Bridffewater, . 

15,000 

Natiek,         .         .         .        . 

30,000 

Cambridge,    . 

107,000 

North  Adams, 

2,000 

Chicopee, 

7.500 

Northampton, 

43,000 

Dedham, 

30,000 

North  Attleborougb,   . 

47,550 

Edison  (Boston), 

- 

North  Shore  (Revere), 

60,000 

Edison  (Brockton), 

48.225 

Orange,         .        .         .        . 

7,500 

Edison  (Fall  River),     . 

53,000  : 

Palmer,        .        .        .        . 

6,600 

Edison  (Lawrence), 

35,000 

People's  (Easthampton).    . 

4,500 

E.  L.  and  Patent    Flooring 

Pittsfield  E.  L.  Co.,     . 

10,000 

(Amesbury), 

- 

Pittsfield  Hluminating  Co., 

10,000 

Fall  River,     . 

. 

59.200 

Plymouth 

26,400 

Framingham, 

40,000 

Quincy 

33,800 

Franklin  (Turner' 

3  Falls),  . 

9,000  i 

Salem,          .        .        .        . 

163,000 

Gardner, 

25.000  1 

Somerville 

49,900 

Gloucester,    . 

, 

7,500  ' 

South  Hadley  Falls,   . 

3, .500 

Great  Harrington, 

. 

3,.500  1 

Taunton 

19,000 

Greenfield,     . 

4,000 

Union  (Franklin), 

13,600 

Haverhill, 

. 

43,100 

United  (Springfield),  . 

195,000 

Hudson, 

. 

2.500 

Uxbridge  &  Northbridge,   . 

15,000 

Hyde  Park,    . 

. 

50,000 

Ware 

- 

Leicester, 

. 

1.5.640 

Wesiborough, 

- 

Leominster,  . 

. 

22,200 

Weymouth, 

40,100 

Lowell,  . 

72,400 

Whitman 

12,000 

Maiden, 

100.000 

Wobnrn,       .         .        .        . 

47,000 

Marlborough, 

. 

11,000 

Worcester 

167,000 

Middleborough, 

• 

- 

The  following  table  shows  the  amount  paid  by  each  company 
for  taxes  :  — 


NAME  OF  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Adams, 

$76  78 

Framingham, 

|658  96 

Andover, 

294  40 

Franklin  (Turner's  Falls), 

84  31 

Beveriy, 

207  69 

Gardner,       .... 

400  21 

Boston,  . 

17,361  24 

Gloucester,  . 

303  73 

Brookline,     . 

1,357  81 

Great  Barrington 

234  40 

Cambridse,    . 

2,121  90 

Greenfield,   . 

218  01 

Charlestown, 

1,232  10 

Haverhill,    . 

1,344  06 

Chelsea, 

1,167  44 

Holyoke, 

420  66 

Chicopee, 

125  18 

Hudson, 

46  52 

Clinton, . 

171  19 

Hyde  Park, . 

592  68 

Cottage  City, 

.53  39 

Lawrence,    . 

1,283  58 

Dedham, 

375  26 

Lee, 

34  20 

Edison  (Boston), 

6,940  67 

Leicester, 

47  08 

Edison  (Brockton), 

703  45 

Leominster, . 

316  59 

Edison  (Fall  River), 

846  38 

Lowell, 

1,165  64 

Edison  (Lawrence), 

820  34 

Lynn,  . 

2.269  70 

Edison  (New  Bedford), 

1,207  47 

Maiden, 

1,527  80 

E.  L    &  Patent  Floor  Co. 

Marlborough, 

389  04 

(Amesbury), 

582  66 

Milford, 

390  91 

Fall  River,    .        .        .        . 

1,887  28 

Millburv,      . 

184  68 

Fitchburg,      .        .        .        . 

314  64 

Miller's  River  (Athol), 

78  06 
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NAME  OF  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes 

Nantucket 

#74  75 

South  Hadley  Falls,    . 

$120  27 

Natick,          .        .        .        . 

336  00 

Spencer, 

183  37 

New  Bedford, 

3,324  14 

Stoughton,  . 

63  49 

Newton,         .... 

727  93 

Taunton, 

472  02 

North  Adams, 

136  52 

Union  (Franklin), 

184  10 

Northampton, 

660  01 

United  (Springfield), 

2,244  17 

North  Attleborough,     . 

771  79 

Waltham,     . 

641  59 

North  Shore  (Revere), 

561  08 

Walworth  (Boston), 

11  44 

Orange,          .        .        .        . 

270  35 

Ware,  . 

151  30 

Palmer,          .        .        .        . 

382  33 

Webster, 

303  57 

People's  (Easthampton), 

71  72 

Westborough, 

103  95 

Fittsfield  E.  L.  Co.,     . 

167  02 

Westfield,     . 

258  16 

Pittsfield  Illuminating  Co.,  . 

421  46 

Whitman,    . 

276  66 

Quincy,          .        .        .        . 

479  22 

Woburn, 

950  26 

Salem,.          .        .        .        . 

1,229  51 

Worcester,  . 

2,401  24 

Somerville,    .        .        .        . 

1,173  78 

Dividends. 
The  dividends  declared  by  the  several  conipanies  during  the 
year  are  shown  in  the  following  table  :  — 


Rate  Per 

Amount  of 

NAME  OF  COMPANY. 

Cent. 

Dividends. 

Boston, 

6 

$60,000  00 

Edison  (Boston),       .... 

n 

12,500  00 

Edison  (Fall  Elver), 

3 

2,448  00 

Edison  (New  Bedford),     . 

6 

8,000  00 

E.  L.  and  Patent  Flooring  (Amesbury), 

3 

1,143  00 

Fall  River, 

8 

7,200  00 

Fr.-tnklin  (Turner's  Falls), 

4 

200  00 

Great  Barrington,      .... 

3 

480  00 

Greenfield, 

8 

450  00 

Haverhill, 

5 

4,250  00 

Lowell, 

5 

9,687  00 

Maiden, 

8 

8,000  00 

Northampton, 

5 

2,935  00 

People's  (Easthampton),  . 

3 

150  00 

Pittsfield,  E.  L.  Co  ,  . 

10 

500  00 

Salem, 

4 

5,600  00 

Somerville, 

4i 

5,400  00 

Taunton, 

7 

2,100  00 

United  (Springfield), 

6 

13,015  00 

Westborough, 

4 

1,000  00 

Woburn, 

^ 

900  00 

Worcester, 

4 

8,750  00 

$154,708  00 
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The  following  table  shows  the  system  used,  the  maximum 
dynamo  capacity  and  nominal  candle-power  of  the  lamps  of  each 
company,  June  30,  1890  :  — 


NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Adams, 

Andovcr,  . 
Amherst,  . 
Beverly, 

Blue  Hill  (Canton), 

Boston, 

Bridgewater, 
Brookline,  . 

Cambridge,  ^ 

Charlestown, 
Chelsea, 
CMcoiDee,  . 
Clinton, 
Cottage  City, 
Dedham,     . 
Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence),  . 


Edison  (New  Bedford), 

E.  L.  and  Patent  Flooinng 
Co.  (Amesbury),    . 


Thomson-Houston, 

Th  om  son-Houston , 

Westinghouse, 

Thomson-Houston, 

5  Waterhouse, 
}  Westinghouse, 
f  Thomson-Houston, 
!  Brush,  . 

American,     . 

Tho  m  son-Houston, 

Weston, 
l^Sun, 

^  Waterhouse, 
I  Westinghouse, 
r  American,     . 
j  Thomson-Houston, 
<;  Westinghouse, 

Weston, 
^  Thomson-Houston, 

Thomson-Houston, 

Brush,  . 

Thomson-Houston, 

Thomson-Houston , 
^  Schuyler, 
;  Thomson-Houston, 

Ball,      . 

Thomson-Houston, 

Edison, 
C  Thomson-Houston, 
^^dison, 
(^Edison  Municipal, 

Edison, 
C  American,     . 
)  Edison, 

(^Edison  Municipal, 
3  American,     . 
I  Edison, 

Thomson-Houston, 


45 

600 

50 

1,300 

1,500 

35 

650 

55 

750 

1,415 

1,455 

150 

2,900 

1,540 

900 

35 

750 

220 

100 

65 

300 

1,000 

150 

180 

2,600 

240 

250 

1,300 

50 

90 

650 

60 

60 

1,300 

25,600 

110 

2,200 

880 

4,640 

50 

4,000 

1,250 

110 

7,440 

90 

500 


1  Motor  generators  680  H.  P, 


Motor  generators  100  H.  P. 
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NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Fall  River, 

Fitchbui'g, . 

Framingham, 

Franklin  (Turner's  Falls) 

Gardner,     . 

Gloucester, 

Great  Barrington, 
Greenfield, 


Haverhill,  . 

Holyoke,    . 
Hudson, 

Hjde  Park, 

Lawrence, . 

Lee,    .... 

Leicester,   . 

Leominster,' 
Lowell, 
Lynn,' 
Maiden,      .        . 

Marlborough,     . 

Middleborough, 

Milford,     , 

Millbury,    . 

Miller's  River  (Athol), 

Nantucket, 


Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

('  Schuyler, 
)  Edison,. 
(^Westinghouse, 

S  Thomson-Houston, 

(^Westinghouse, 

J  Thomson-Houston, 

i^  Brush,  . 
^  Schuyler, 
I  Edison, 

Thomson-Houston, 

American,     . 

Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston , 

S  Schuyler, 
Q  Edison, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 


100 

226 

225 

1,000 

120 

2,450 

30 

600 

100 

1,000 

138 

500 

60 

500 

500 

45 

800 

750 

75 

95 

800 

50 

386 

1,000 

45 

650 

50 

150 

1,800 

200 

650 

800 

100 

1,300 

505 

3,900 

315 

3,250 

240 

3,700 

55 

95 

1000 

30 

650 

95 

750 

50 

650 

25 

93 

1,150 


2,000 
1,200 
1,200 

16 
1,200 

16 
2,000 

16 
1,200 

16 
1,200 

16 
1,500 

16 

16 
1,200 

16 

16 
2,000 
1,200 

16 
2,000 
2,000 

16 
1,200 

16 
2,000 
2,000 

16 
2,000 

16 

16 
1,200 

16 
2,000 

16 
2,000 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 


1  Motor  generators  50  H.  P. 


2  Motor  generators  255  H.  P. 


84 


GAS  COMMISSIONERS. 


[Jan. 


NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Natick,* 

New  Bedford,  ^  . 

Newburyport,  . 

Newton, 

North  Adams,  . 

Northampton,  . 

North  Attleborough, . 

North  Shore,  3  . 

Orange, 

Palmer, 

People's  (Easthampton), 
Pittsfield  E  L.  Co.,    . 
Pittsfield  Illuminating  Co 
Plymouth,  ^ 

Quincy,       . 

Salem, 

Somerville,        .     .    . 

Southbridge, 

South  Hadley  Falls,  . 

Silencer, 

Stoughton, 

Suburban  (Boston),  . 

Taunton,     . 

Union  (Franklin), 
United  (Springfield), 


Thomson-Houston, 

{Thomson-Houston, 
Westinghouse, 
Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

^  Schuyler, 

I  Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 
Waterhouse, 
Thomson-Houston , 
Westinghouse, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

I  Thomson-Houston, 

American,     . 

Thomson-Houston, 

Thomson-Houston, 
Ball,      . 
Ball,      . 

MVaterhnuse, 

f  Westinghouse, 

^  Arnoux  Hochhausen, 

1  Brush,  . 

Thomson-Houston, 

^  Thomson-Houston, 
;  Westinghouse, 


180 

3,000 

265 

118 

100 

6,600 

170 

800 

95 

3,000 

90 

500 

140 

1,950 

90 

310 

200 

1,800 

50 

500 

50 

650 

40 

125 

500 

2,250 

80 

1,000 

no 

1,000 

360 

1,950 

350 

1,000 

50 

600 

100 

600 

900 

70 

70 

70 

255 

3,750 

54 

135 

600 

60 

1,150 

530 

4,300 


1,200 

16 
2,000 
1,200 
2,000 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 
1,200 
1,200 

16 
1,200 

16 
1,200 

16 
1,800 
1,200 

16 

16 
1,200 

16 
1,200 

16 
2,000 

16 
2,000 

16 
2,000 

25 
1,200 

16 

16 

1,200 

800 

2,000 

2,000 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 


1  Motor  generators  80  H.  P.  ^  Motor  generators  130  H.  P. 

3  Motor  generators  160  H.  P. 
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NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Uxbi'idge  and  Northbridge 

Waltham,  . 

"Walworth  (Boston), 
Ware, 
Webster,    . 
Westborough,    . 

Westfield,  . 

Weymouth, 
Whitman,  . 

Winchendon, 

Woburn,     . 
Worcester, 


Westhighouse, 

Thomson-Houston, 

^  American,     . 

(  Thomson-Houston, 

Thomson-Houston , 

Thomson-Houston , 

Thomson-Houston, 

)  Schuyler, 
(^  Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 
f  Brush, 

-{  Thomson-Houston, 

^  Edison, 

\  Thomson-Houston, 
(^  Westinghouse,    . 


60 
750 
145 
400 
650 

75 
900 

50 
500 

80 
500 

50 
950 

60 

45 

500 

200 

1,300 

50 
500 

30 
650 

45 
185 
100 
1,800 
1,000 
485 
800 
750 


2,000 

16 
1,200 

20 

16 
1,200 

16 
1,200 

16 
1,200 

20 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 
2,000 
1,200 

16 

16 
2,000 

20 

16 


The  following  table  shows  the  number  of  electro  lights  of 
various  candle-power  represented  by  the  dynamo  capacity,  June 
30,  1888-89  and  1890:  — 


16  candle-power, 

20  " 

15  " 

2,000  " 

1,200  " 

1,600  " 

1,500  " 

1,800  " 

800  " 


1888. 

1889. 

1890. 

52,075 

80,075 

140,870 

1,200 

2,800 

1,700 

880 

880 

880 

5,846 

6,978 

8,425 

2,757 

4,206 

6,085 

110 

130 

60 

- 

35 

60 

- 

40 

40 

_ 

140 

70 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines,  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  number  of  tons  of 
coal  used  during  the  year  ending  on  that  day  :  — 


NAME  OF  COMPANY. 


Total 

o  ^ 

rated 

«  S 

Horse- 

t:^ 

power. 

t?« 

Total 
rated 
Horse- 
power. 


3  >> 


Coal  used. 
Tons. 


Adams, . 

Amherst, 

Andover, 

Beverly, 

Blue  Hill  (Canton), 

Boston,  . 

Bridgewater, 

Brookline, 

Cambridge,   . 

Charlestown, 

Chelsea, 

Chico]Dee, 

Clinton, 

Cottage  City, 

Dedham, 

Edison  (Boston),  . 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence) , 

Edison  (New  Bedford), 

Electric  Light  &  Patent  Flooring: 

(Amesbury), 
Fall  River,     . 
Fitchbm-g, 
Framingham, 
Franklin  (Turner's  Falls), 
Gardner, 
Gloucester,    . 
Great  Barrington, 
Greenfield,    . 
Haverhill, 
Holyoke, 


2 
1 
2 
1 
1 

23 
1 
2 
8 
4 
2 
1 
1 
1 
2 

10 
4 
4 
4 
4 

2 
3 


150 
100 
200 

50 

100 

2,825 

50 
250 
1,000 
410 
250 
100 

75 

60 
220 
1,600 
390 
424 
452 
500 

250 
300 
800 
250 

160 
185 
95 
225 
375 


2 
1 
2 
1 
1 

34 
1 
5 
6 

A 
3 
1 
1 
1 

9 

16 
5 
4 
6 
5 

2 
5 


225 

150 

180 

35 

125 

3,341 

80 

460 

1,140 

240 

340 

65 

75 

50 

170 

2,160 

475 

460 

530 

625 

185 
310 
300 
250 

200 
128 
160 
225 
365 


2 
1 
3 
2 
3 

77 
2 
9 

18 
8 
7 
1 
3 
2 
4 

32 

11 
8 
9 

13 

4 

7 
6 
7 
1 
5 
4 
5 
4 
7 
16 


477 

>247 

2  60 

mo 

4_ 

16,58P 

=  82 

6_ 

4,300 

7  _ 

«335 

9_ 

230 
'"60 
"177 
8,000 
2,185 
1,209 
1,761 
12  597 

1,084 

928 

'3  244 

"341 

588 

16  2HC) 

502 
'M6() 
1,325 


3  Works  in  operation  only  10  months.  ^  Also  65  tons  screenings, 

s  Also  3,210  bushels  coke.  *  Not  yet  in  operation. 

5  Plant  started  in  April.  «  104,400  bushels  of  coke. 

'  913  tons  of  coke ;  steam  used  in  gas  works  also. 

8  Also  125  tons  screenings  and  20,64.5  bushels  of  coke. 

9  7,700  bushels  coke.  '°  Plant  only  runs  in  summer. 

11  For  6  months  only.  i-  Also  1,142  tons  screenings. 

13  Also  21,635  bushels  of  coke.  "  Also  715  tons  of  sparks  and  screenings. 

15  Water  wheel,  40  H.  P.  i"  Also  181  tons  screening. 

17  Also  50  cords  of  wood.  '^  2  water  wheels,  370  H.  P. 
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NAME  OF  COMPANY. 


3  o 
5M 


Total 

V- 

Total 

rated 
Horse- 
power. 

rated 
Horse- 
power. 

II 


Coal  used. 
Tons. 


Hudson, 

Hyde  Park,    . 

Lawrence, 

Lee, 

Leicester, 

Leominster,  . 

Lowell,. 

Lynn,     . 

Maiden, 

Marlborough, 

Middleborough,     . 

Mi]  ford, 

Millbury, 

Miller's  River  (Athol) 

Nantucket,    . 

Natick,  . 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

North  Attleborough, 

Northampton, 

North  Shore  (Revere), 

Orange, 

Palmer, 

People's  (Easthampton), 

Pittsfield  Electric  Light  Co 

Pittsfield  Illuminating  Co., 

Plymouth, 

Quincy, 

Salem,  . 

Somerville,   . 

Southbi-idge, 

South  Hadley  Falls, 

Spencer, 

Stoughton,     . 

Suburban  (Boston), 

Taunton, 

Union  (Franklin), 

United  (Springfield), 

Waltham, 


80 

1 

60 

250 

3 

375 

250 

2 

200 

160 

32 

130 

80 

n 

60 

250 

2 

190 

540 

4 

800 

750 

5 

1,150 

500 

6 

525 

210 

3 

200 

160 

2 

120 

80 

1 

60 

120 

1 

65 

205 

2 

150 

435 

3 

420 

700 

8 

1,060 

200 

2 

180 

450 

5 

520 

- 

1 

60 

370 

124 

360 

290 

3 

305 

465 

4 

515 

120 

2 

110 

125 

1 

100 

210 

0 

180 

250 

2 

335 

250 

3 

300 

500 

2 

860 

700 

4 

470 

185 

2 

185 

11  _ 

1 

13 

100 

60 

1 

50 

450 

1 

650 

180 

2 

125 

200 

2 

150 

645 

3 

800 

65 

1 

100 

2 
6 
4 
1 
2 
5 
16 
16 
11 
6 
2 
4 
2 
1 
5 
9 
21 
7 
60 
3 
9 
6 
8 
2 
2 
1 
4 
,') 
5 
5 
14 
10 
3 
2 
2 
1 
8 
7 
4 
16 
2 


149 

1  529 

2  221 

23 

220 

275 

3,450 

2,378 


150 

113 

7  254 

8549 

93,405 

340 

'« 1,024 

751 

'6  805 

"811 

367 

333 


748 
800 
1,291 
2,563 
1,517 
'248 


187 
5  _ 

600 

864 

2,900 

"49 


'  Also  163  tons  screenings 


2  Also  503  tons  coke  breeze. 
3  Also  water  wheel,  60  H.  P. 
*  Also  2  water  wheels,  60  H.  P.    Used  also  31  cords  of  wood. 


5  Not  returned. 

'  Works  in  operation  only  8  months 

"  Also  268  tons  of  coke  and  breeze. 

'1  Steam  bought. 

"  Also  85  tons  screenings. 


8  2  water  wheels,  150  H.  P. 
8  Also  96  tons  of  sparks  and  screenings. 
"  Also  14,778  bushels  coke, 
12  Also  water  wheel,  30  H.  P. 
1'  Power  leased. 
15  3  15-H.  P.  gas  engines  used;  1,202,990  feet  of  gas. 
18  Also  125  cords  wood,  "  Also  31,470  bushels  of  coke. 
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NAME  or  COMPANY. 


3(3 


Total 

rated 

.O.S 

Horse- 
power. 

II 

Total 
rated 
Horse- 
power. 

O   CO 

11 

175 

6 

85 

3 

60 

2 

140 

3 

325 

6 

150 

3 

140 

4 

- 

2 

40 

2 

475 

11 

540 

18 

Coal  used. 
Tons. 


Uxbridge  &  Northbridge, 

Walworth  (Boston), 

Ware,    . 

Webster, 

Weymouth 

Westborough 

Westfit'ld, 

Whitman, 

Winchendon 

Woburn, 

Worcester, 


156 

3 

150 

2 

70 

1 

230 

2 

300 

2 

160 

2 

130 

2 

60 

1 

500 

5 

1,000 

7 

249 

800 
255 
300 
404 
M33 
3  291 

4  17 

660 
2,832 


1  Power  leased.  =•  Also  31,470  bushels  coke. 

s  Also  65  tons  coke.  *  Work  in  operation  one  month. 

5  Also  107  tons  screenings. 
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The  following  table  shows  in  feet  the  total  length  of  wire  ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the  same  ; 
the  number  of  poles  set  in  streets  and  ways,  and  the  length  of 
streets  with  overhead  wires,  of  each  company  on  June  30,  last :  — 


Length 

Length  of 

Total  Length 

Length 

of  Under- 

Number 

Street  with 

NAME  or  COMPANY. 

of  Wire. 

of  Wires  in 

ground 

Poles  set 

Overhead 

Feet. 

Conduit. 

Conduit. 

in 

Wires. 

Feet. 

Feet. 

Streets. 

Feet. 

Adams,       .        .        .        . 

71,360 

144 

26,200 

Andover,    .         .         .         . 

60,736 

- 

- 

443 

20,000 

Amherst,    .         .         .         . 

22,650 

- 

_ 

50 

7,000 

Beverly,     .         .         .         . 

49,200 

- 

- 

176 

21,648 

Blue  Hill  (Canton),  . 

121,440 

- 

- 

673 

_ 

Boston,       .         .         .         . 

1,948,587 

- 

- 

'891 

- 

Bridgewater, 

78,860 

- 

- 

188 

31,750 

Brookline, .... 

275,000 

- 

- 

1,275 

211,200 

Cambridge, 

850,000 

- 

- 

1,000 

147,840 

Charlestown, 

227,000 

_ 

_ 

150 

_ 

Chelsea,     .        .        .        . 

178,500 

- 

- 

1,421 

170,000 

Chicopee,  .... 

21,120 

- 

- 

200 

21,120 

Clinton,      .         .         .         . 

79,907 

- 

- 

240 

34,400 

Cottage  City,      . 

26,400 

- 

- 

60 

21,120 

Dedham,     .... 

157,300 

- 

- 

1,080 

132,000 

Edison  (Boston), 

- 

210,000 

70,000 

•■'50 

6,000 

Edison  (Brockton),    . 

463,537 

21,000 

7,000 

1,600 

179,800 

Edison  (Fall  River), 

79,200 

42,240 

14,000 

11 

9,075 

Edison  (Lawrence),  . 

489,227 

41,947 

7,200 

1,200 

419,000 

Edison  (New  Bedford),    . 

222,876 

24,000 

8,000 

240 

59,872 

E.  L.  and  Patent  Flooring 

(Amesburj),  . 

190,060 

- 

- 

230 

52,800 

Fall  River, 

166,320 

- 

_ 

364 

55,440 

Fitchburg, .... 

222,200 

- 

_ 

410 

66,050 

Framingham,     . 

361,800 

- 

- 

700 

95,000 

Franklin  (Turner's  Falls), 

12,000 

- 

_ 

86 

9,000 

Gardner,     .... 

176,500 

- 

_ 

_ 

37,250 

Gloucester, 

60,000 

- 

_ 

125 

20,000 

Great  Barrington, 

77,.543 

- 

_ 

277 

40,840 

Greenfield, 

48,900 

- 

- 

500 

35,000 

Haverhill,  .... 

182,000 

- 

- 

400 

132,000 

Ilolyoke,    .... 

270,457 

- 

— 

676 

70,292 

Hudson,      .... 

35,285 

- 

— 

71 

10,793 

Hyde  Park, 

166,320 

- 

- 

600 

52,800 

Lawrence,  .... 

1 18,800 

- 

- 

119 

27,720 

Lee, 

91,000 

_ 

_ 

260 

21,120 

Leicester,   .... 

136.954 

_ 

_ 

405 

_ 

Leominster, 

193,285 

_ 

_ 

400 

46,500 

Lowell,       .... 

750,000 

- 

- 

900 

- 

Lynn,          .         .         .         . 

913,210 

- 

- 

2,900 

475,000 

JVIalden,      .         .         .         . 

1,372,000 

- 

- 

4,600 

660,000 

Marlborough,     . 

115,065 

_ 

_ 

193 

50,000 

Middleborough, 

36,680 

- 

- 

174 

18,480 

1  Roof  structures,  972. 


2  Roof  structures,  20. 
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Total  Length 

Length 
of  Wires  in 

Length 
of  Under- 

Number 
of  Poles 

Length  of 
Street  with 

NAME  OF  COMPANY. 

of  Wire. 

Conduit. 

ground 

set  in 

Overhead 

Feet. 

Feet. 

Conduit. 
Feet. 

Streets. 

Wires. 
Feet. 

Milford 

142,600 

Millbiuy 

63,360 

- 

- 

150 

21,120 

Miller's  River  (Athol),     . 

30,000 

- 

- 

160 

30,000 

Nantucket, 

71,280 

- 

- 

297 

71,000 

Natick,       .        .        .        . 

171,460 

-. 

- 

450 

47,520 

New  Bedford,    . 

590,469 

- 

- 

750 

109,680 

Newburyport,    . 

79,200 

- 

- 

376 

79,000 

Newton,     .         .        .         . 

865,600 

1,500 

1,500 

2,833 

- 

North  Adams,    . 

24,000 

- 

- 

51 

8,500 

Northampton,     , 

321,176 

- 

- 

600 

184,800 

North  Attleborongh, 

367,580 

- 

_ 

901 

- 

North  Shore, 

479,140 

- 

- 

976 

147,840 

Orange,      .... 

63,564 

- 

- 

215 

26,000 

Palmer,       .... 

68,809 

- 

- 

165 

31,680 

People's  (Easthampton'),  . 

37,000 

- 

- 

225 

28,000 

Pittsfield  Electric LightCo. 

116,160 

- 

- 

650 

110,000 

Pittsfield  Illuminating  Co  , 

69,029 

- 

- 

130 

Plymox;th,  .... 

107,476 

- 

- 

335 

46,927 

Quincy,      .        .        .        . 

348,480 

- 

- 

650 

112,200 

Salem,        .        .        .        . 

410,900 

- 

- 

750 

200,000 

Somerville,        ... 

950,650 

- 

- 

2,500 

- 

Southbridge, 

109,762 

- 

- 

360 

15,840 

South  Hadley  Falls,  . 

40,800 

- 

- 

214 

38,000 

Spencer,     .         .         .         . 

36,600 

- 

- 

377 

36,600 

Stoughton, 

76,.560 

- 

- 

300 

76,560 

Taunton,     .         .         .         . 

158,400 

- 

- 

300 

- 

Union  (Franklin),      . 

115,320 

- 

- 

400 

42,300 

United  (Springfield), 

450,210 

29,250 

9,000 

551 

200,000 

Uxbridge  andNorthbridge, 

121,680 

- 

- 

404 

39,600 

Waltham,  .... 

128,450 

- 

- 

259 

36,020 

Walworth  (Boston),. 

10,825 

- 

- 

- 

- 

Wai'e,         .        .        .        . 

22,000 

- 

- 

185 

22,000 

Webster,    .... 

70,920 

- 

- 

325 

48,000 

Westborough,    . 

73,770 

- 

~ 

248 

40,000 

Westfield 

70,280 

- 

- 

175 

33,000 

Weymouth, 

587,012 

- 

- 

- 

- 

Whitman 

116,160 

- 

- 

720 

95,040 

Winchendon, 

83,085 

- 

- 

185 

23,400 

Woburn,     .         .         .         . 

639.960 

- 

- 

2,600 

316,800 

Worcester, 

381,390 

~ 

~ 

1,196 

345,650 
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The  following  table  shows  the  number  of  motors  furnished  off 
arc  and  incandescent  circuits,  the  number  of  single  and  double  arc 
lamps,  and  the  number  of  plain  and  copper-coated  carbons  used 
during  the  year  :  — 


NAME  OF  COMPANY. 


2  £-5 


h 

^  V. 

Number 

Number 

Numbtr 

n"^ 

of 

of 

of 

is 

Sinsrle 

Double 

Plain 

Arc 

Arc 

Carbons 

o  o 

Lamps. 

Lights. 

Used. 

IB 

Ni  mbfr  o 
Copper- 

coatfd 
Carbons 

Used. 


Adams, 

Andover, 

Beverly, 

Blue  Hill  (Canton), 

Boston, 

Bridsrewater, 

Brookline,    . 

Cambridge,  . 

Charlestown, 

Chelsea, 

Clinton, 

Cottage  Citj-, 

Dedham, 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

Edison  (NewBedford), 

Electric  Light  &  Patent 
Fl  oor  Co.  (Ames- 
bury), 

Fall  River,   . 

Fitchburg,    . 

Framingham, 

Franklin  (Turner's 
Falls), 

Gardner, 

Gloucester,   . 

Great  Barrington, 

Greenfield,    . 

Haverhill, 

Holvoke, 

Hudson, 

Hyde  Park,  . 

Lawrence,     . 

Leominster,  . 

Lowell, 

Lynn,    . 

Maiden, 

Marlborough, 

Milford, 

Millbury, 

Miller's  River  (Athol) 

Nantucket,  . 

Natick, . 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore, 

Orange, 

Palmer, 

People's  (Easthamp 
ton),  . 


20 


412 
27 


30 


10 


27 


10 


_ 

30 

13,000 

_ 

1 

30 

9,300 

- 

30 

8 

2,0UO 

_ 

- 

45 

- 

108 

960 

1,452 

- 

_ 

25 

4 

- 

21 

42 

136 

120,000 

33 

38 

140 

- 

1 

24 

102 

- 

- 

57 

153 

18,000 

- 

50 

- 

26,000 

_ 

52 

_ 

5,000 

_ 

7 

19 

- 

1,201 

- 

- 

- 

125 

86 

_ 

— 

102 

- 

- 

- 

73 

35 

15 

10,500 

50 

- 

- 

- 

m 

65 

2 

12.000 

164 

102 

82,000 

- 

57 

104 

65,000 

- 

21 

68 

- 

_ 

27 

_ 

2,000 

_ 

48 

20 

- 

- 

42 

- 

13,300 

- 

33 

- 

7,000 

1 

45 

1 

13.000 

25 

74 

74 

5.000 

_ 

330 

25 

121,000 

- 

21 

4 

5,000 

- 

22 

106 

38,700 

_ 

116 

44 

- 

15 

10 

45 

8,192 

138 

- 

- 

- 

246 

128 

165 

- 

- 

195 

10 

- 

_ 

69 

10 

27,251 

- 

80 

- 

10,000 

_ 

22 

- 

- 

_ 

24 

_ 

_ 

- 

31 

- 

2,880 

7 

13 

42 

_ 

103 

285 

112 

500 

U 

140 

2 

- 

i 

- 

82 

40,000 

55 

- 

- 

- 

114 

- 

25,000 

24 1 

117 

1 

5,000 

135 

135 

4 

15,082 

- 

31 

3 

12,600 

- 

4 

24 

- 

- 

35 

- 

- 

13,(^00 

1,552.653 

4,259 

125,000 

125,000 

70,000 


43,000 


76,000 

32,000 

6.000 

3.000 
2,000 

100,000 

4,000 

49,000 
4,491 

145,000 


15,000 

11,000 
7,000 
2.000 

18,000 
101,257 

20,720 
1,000 


18,000 
6,000 

11,900 
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NAME  OF  COMPANY. 


Number 

of 

Single 

Arc 

Lamps. 


Double 
Arc 
Lights. 


Number 
of 

Plain 
Carbons 

Used. 


Number  of 
Copper- 
coated 
Carbons 
Used. 


Pittsfield  E.  L  Co  , 

Plymouth,    . 

Quincy, 

Salem,  . 

Somervllle,   . 

Southbridge, 

Spencer, 

Stoughton,    . 

Taunton. 

Union  (Franklin), 

United  (Springfield), 

Uxl)ridge  &  North 

bridge, 
"Waltham,     . 
Walworth  (Boston), 
Ware,    . 
Webster, 
Westliorough, 
Westfield,     . 
Weymouth,  . 
Whitman, 
Winchendon, 
Wol)urn, 
Worcester,    . 


12 


20 


173 
6 


47 


7i 


67 
31 

113 
3 

77 
66 
70 

150 
40 

138 

45 
107 

10 

39 
4 

37 
110 

42 
18 
10 

227 


25 
3 

88 
204 
217 

7 


65 
356 


68 


70 
262 


2.5,000 

9.832 

30,000 

2,000 

1,000 

20,000 

16,00C) 

16,000 

14,000 
19,640 


22,750 
35.000 

o.ODO 
23,000 
IQ.f'OO 
31,000 

8,228 

8,H20 

500 

10,000 

5,000 


11,000 
2,000 

173,295 
120,000 


70,000 
174,489 

16,150 
5,000 


12  800 
4,928 


23,000 
305,000 
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The  following  table  shows  the  price  charged   by  the   several 
electric  light  companies  for  commercial  lights  on  June  30, 1890  :  — 


NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Adams, 

Andover,    . 
Amherst,   . 

Beverly,     . 

Blue  Hill  (Canton), 


Boston, 


Bridgewater, 
Brook  line, 

Cambridge, 

Charlestown,     . 
Chelsea,     . 

(ylinton. 


For  16  c.  p.  incandescent  lights  for  business  places  open 
every  night,  $13.00  each  per  year;  open  6  nights  per 
week,  .$12.00;  open  5  nights  per  week  and  closing  at  9 
P.M.,  $9.00;  wiring  and  renewals  free. 

Incandescent  lights  average  $10.00  per  year.  Commercial 
wiring  and  renewals  free.  Domestic  wiring,  .$2.50  to 
$5.00  per  light;  renewals  75  cents  each. 

Incandescent  lights,  one  cent  per  hour,  16  c.  p.  lamps  by 
meter ;  wiring  at  cost ;  renewals  free. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c. 
p. ;  6  nights  per  week,  $1.00  each  per  month ;  4  nights  per 
week,  87.^  cents  each  per  month.  Customers  furnish 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour.  Wiring  at 
cost;  renewals  free. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  6  mos.,  80  cents  ;  for  3  mos.,  90  cents ;  2  lamps  for  12 
mos.,  each  70  cents ;  for  6  mos.,  each  75  cents  ;  for  3  mos., 
each  85  cents  per  day ;  3  or  4  lamps  for  12  mos.,  each  65 
cents ;  for  6  mos.,  each  70  cents ;  for  3  mos.,  each  80  cents 
per  day;  5  to  7  lamps  for  12  mos.,  each  60  cents;  for  6 
mos.,  each  65  cents ;  for  3  mos.,  each  75  cents  per  day ; 
8  or  9  lamps  for  12  mos.,  each,  55  cents ;  for  6  mos.,  each 
60  cents ;  for  3  mos.,  each  70  cents  per  day;  10  lamps  for 
12  mos.,  each  50  cents  ;  for  6  mos.,  each  55  cents;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  lights  under 
contracts,  125  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day;  65  c.  p.  for  12  mos.,  each  lamp,  30  cents  per  day ;  32 
c.  p.  for  12  mos.,  each  lamp  20  cents  per  day;  16  c.  p., 
special  rates,  varying  from  1  1-5  to  3  cents  per  hour, 
based  on  average  hours  burned  per  day.  Inside  incan- 
descent wiring  charged  to  customer  at  cost;  lamps 
furnished  and  renewed  free. 


Arc  lights,  $100.00  per  year  of  300  nights.  Incandescent 
lights,  1  cent  per  ampere  hour  or  $10.00  per  year  for  16 
c.  p.  lamp ;  wiring,  $2.00  per  lamp,  open  wiring ;  $2.75 
per  lamp  for  concealed  work.    Lamp  renewals  free. 

Arc  lights,  $65.00  to  $100.00  per  year  according  to  hours 
burnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo., 
16  c.  p.  lamps. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100.00  per  year  per 
lamp;  7  days  per  week,  $120.00  per  year;  6  days  per 
week  to  12  p.m.,  $120.00  per  year;  7  days  per  week, 
$140.00  per  year.  Incandescent  lights,  20  c.  p.,  yearly 
contract,  1  lamp  $10.00,  5  lamps  $9.50,  10  lamps  $9.00, 
15  lamps  $8.50,  20  lamps  $8.00  each  per  annum  ;  32  c.  p., 
$24.00  to  $30.00  per  year ;  65  c.  p.,  $40.00  to  $48.00  per 
year.    Consumers  pay  cost  of  wiring,  lamps  and  renewals. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  50  cents 
per  night  per  group  of  8,  16  c.  p.  lamps.  Wiring  and 
lamp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m.,  30 
cents  per  night  per  lamp  until  6  p.m.  Incandescent 
lights,  16  c.  p.,  $1.25  per  mo.  for  stores.  Houses  by 
meter  1^  cents  per  hour.    Renewals,  75  cents  each. 

Arc  lights,  1  lisht,  $8.33  per  mo. ;  2  lights,  $7.50  each  per 
mo. ;  3  lights,  $7  00  each  per  mo. ;  4  or  more  lights,  $6.50 
each.  Incandescent  lights,  $1.00  per  light  per  month. 
Wiring  and  renewals  free. 
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Cottage  City,     . 
Dedham,    . 

Edison  (Boston), 
Edison  (Brockton),  . 
Edison  (Fall  River), 
Edison  (Lawrence),. 


Edison    (New    Bed- 
ford),     . 


Electric  Light  (Ames- 
bury),    . 


Fall  River, 


Fitchburg, 


Framingham, 


Franklin  (T  u  r  n  e  r's 

Falls),    . 


Gardner,    . 

Gloucester, 
Great  Harrington, 


Arc  lights,  $50.00  per  season  of  85  to  90  days. 

Arc  lights,  $70.00  per  year.  Incandescent  lights  on  leases, 
$10.00  per  year  until  10  p.m.  ;  by  meter,  30  cents  per  1,000 
watt  hours.  Residences  20  cents  per  1,000  watt  hours. 
AViring  at  cost;  renewals,  commercial,  free,  residences, 
75  cents  each  for  16  c.  p.  lamps. 

Incandescent  lights,  1  cent  per  hour  16  c.  p.  lamp.  Lamp 
renewals  free;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  mo. ; 
7  nights,  $10.00  per  mo.  incandescent  lights,  $0.0172 
per  16  c.  p.  lamp  hour.  Discounts  to  large  consumers. 
Lamp  renewals  free. 

Incandescent  lights,  l^  cents  per  16  c.  p.  lamp  hour  by 
meter.    Inside  wiring  at  net  cost;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo. ;  6 
nights  per  week,  $8.00  per  mo. ;  3  nights  per  week,  $7.00 
per  mo.  Incandescent  lights,  I4  cents  per  16  c.  p.  lamp 
hour  by  meter.     Renewals  free. 

Incandescent  lights,  1:^  cents  per  16  c.  p.  lamp  hour.  Inside 
wiring  at  cost.    Renewals  free. 

Arc  lights,  3  nights  per  week,  each  lamp  $57.00;  4  nights, 
$63.00 ;  5  nights,  $69.00 ;  6  nights,  $75.00  ;  7  nights,  $81.00 
per  year.  Incandescent  lights,  16  c.  p.  lamps,  3  nights 
per  week,  $8.00  per  year,  and  $1.00  per  year  additional 
for  each  additional  night  per  week;  20  c.  p.  lamps,  3 
nights  per  week,  $9.00  per  year,  and  $1.00  per  year 
additional  for  each  additional  night  per  week ;  32  c.  p. 
lamps,  3  nights  per  week,  $16.00  per  year,  and  $2.00 
per  year  additional  for  each  additional  night  per  week. 
Wiring  for  stores  free,  for  houses  at  owner's  expense. 
All  lamp  renewals  at  consumers'  expense. 

Arc  lights,  $8.00  per  mo. 

Arc  lights,  1  light,  $10.00  to  $13.00  per  mo.;  2  to  4  lights, 
$10.00  to  $12.00  per  mo.;  5  to  9  lights,  $9.00  to  $11.00 
per  mo.;  10  or  more  lights,  $8.00  to  $10.00  per  mo. 
Incandescent  lights,  16  c.  p.  lamps,  $1.00  to  $1.25  each 
per  mo. ;  25  c.  p.  lamps,  $1.50  to  $1.80  each  per  mo.,  by 
meter  1:^  cents  per  ampere  hour.  Inside  wiring  and  lamp 
renewals  at  cost. 

Arc  lights,  $72.00  per  year.  Incandescent  lights  by  meter, 
Ij  cents  per  lamp  hour.  By  contract,  $1.25  each  per 
month  for  first  3  lights ;  additional  lights,  $1.00  each  per 
month  up  to  10;  10  lights,  $12.00  per  month.  Larger 
numbers  by  contract  wiring  in  stores,  $1.50  per  lamp; 
In  houses  free.    Renewals  free. 

Arc  lights,  $75.00  per  year.  Incandescent  lights,  4  nights 
in  the  week  to  9  p.m.,  $7.00  per  year;  6  nights  in  the 
week  to  11  p.m.,  $10.00. 

Arc  lights,  6  nights  per  week,  $83.25  per  year;  5  nights, 
$72.15;  4  nights,  $61.05.  For  2  lights  8  per  cent,  off 
above,  for  3  or  more  16  per  cent.  off.  Incandescent  lights 
houses,  stores,  barns,  churches  and  halls,  $0.0122  per 
lamp  hour.  Shops,  mills  and  factories,  $0.0225  per  lamp 
hour.  Discount  of  10  per  cent,  for  payment  on  or  before 
the  10th  of  the  month.  Wiring  at  cost;  lamp  renewals 
free. 

Arc  lights,  $8.00  to  $9.00  per  mo.  Incandescent  lights,  65 
c.  p.,  $3.00  to  $4.00  per  mo.  per  lamp;  32  c.  p.,  $2.00  to 
$2.50  per  lamp  per  mo. ;  16  c.  p.  $1.00  to  $1.25  per  lamp 
per  month     Wiring  at  cost;  renewals  free. 

Arc  lights,  25  cents  per  night.  Incandescent  lights,  16  c.  p., 
$10.00  per  lamp  per  year.    Renewals  free. 
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Greenfield, 
Haverhill, . 

Holyoke,   . 

Hudson,    . 

Hyde  Park, 

Lawrence, 
Lee,    . 

Leicester,  . 

Leominster, 

Lowell, 
Lynn, 

Maiden,     . 

Marlborough,    , 
Middleborough, 


Milford,     . 


Arc  lights,  $100.00  per  lamp  per  year.  Incandescent  lights, 
$6.00  to  $20.00  per  lamp  per  year.  Wiring  and  lamp 
renewals  at  customers'  expense. 

Arc  lights,  $6.25  per  month  per  light  2  nights  per  week, 
$9.00  for  3  nights,  $13.00  for  6  nights.  Incandescent 
lights,  $1.00  per  month  per  light  3  nights  per  week,  $1.25 ; 
6  nights,  $1.75  per  month  per  light  all  day  and  night. 
Wiriuff  and  renewals  free. 


Arc  lights,  $100.00  each  per  year ;  6  nights  per  week,  $75.00 ; 
4  nights,  $70.00 ;  3  nights,  incandescent  lights,  $6.00  to 
$12.00  each  per  year,  according  to  time  used.  Renewals, 
75  cents  each  16  c.  p.  lamp. 

Arc  lights,  $6.25  per  mo.  Incandescent  lights,  50  cents  to 
$1.00  per  mo.    Wiring  and  renewals  free. 

Arc  lights,  $70.00  per  year.  Incandescent  lights,  $10.00 
per  year  until  10  p.m  ;  l\  cents  per  hour  for  16  c.  p.  lamps 
l)y  meter.  Stores  and  halls  wired  free.  Residences  at 
cost ;  lamps  and  renewals  at  customers'  expense. 

Arc  lights,  3  nights  per  week,  $6.00  per  lamp  per  mo. ;  6 
nights,  $8.00 ;  7  nights,  $10.00. 

Incandescent  lights,  $9.00  per  year  by  contract.  One  cent 
per  hour  16  c.  p.  lamps  by  meter.  Renewals,  75  cents 
each. 

Incandescent  lights,  $10.00  per  lamp  per  year;  5  per  cent, 
discount  for  all  lamps  when  number  is  5  or  more.  In 
houses  for  hall  light,  $7.50  per  year ;  balance  of  house 
graduated  to  this.    Wiring  and  renewals  at  cost. 

Arc  lights,  $80.00  per  year.  Incandescent  lights  until 
10  o'clock,  $10.00  per  year;  until  12  o'clock,  $12.00  per 
.year.  House  lighting  schedule  based  on  hall  lamp  at 
$7.50  per  year.  Wiring  at  cost;  lamp  renewals,  80  cents 
each. 

Arc  lights,  50  cents  per  lamp  per  night  until  midnight. 
Incandescent  lights,  $1.00  per  lamp  per  mo. 

Arc  lights,  $7.50  to  $12.50  per  lamp  per  mo.  Incandescent 
lamps,  $1.00  to  $1.25  per  lamp  per  mo.  by  meter  1^  cents 
per  lamp  hour.     Renewals  free.     Wiring  at  cost. 

Arc  lights,  $10.00  per  mo.  Incandescent  lights,  $1.00  per 
mo.  for  16  c.  p.  lamps.  Wiring  and  renewals  free  when 
contract  is  made,  when  light  is  furnished  by  meter  wiring 
and  renewals  at  customers'  expense. 

Arc  lights,  every  night,  1  light,  $8.50  per  mo. ;  2  or  more 
lights,  $7.50  each;  3  nights  per  week,  1  light,  $7.50  per 
mo. ;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  3  or  4  nights  per  week, 
until  9  P.M.,  $12.00;  until  2  p.m.,  $13.50. 
renewals  free. 

Arc  lights  average  $60.00  per  year, 
average  $9.00  per  year.    Wiring  and  renewals  free. 

Arc  lights,  outside,  April  to  October,  $6.67  per  lamp  per 
rao. ;  October  to  April,  $10.00  per  lamp  per  mo.  Inside 
use,  April  to  October,  1  lamp  6  or  7  nights  per  week, 
$8.00  per  mo.;  2  lamps  6  or  7  nights  per  week,  $14.50 
per  mo. ;  3  lamps  6  or  7  nights  per  week,  $20.50  per  mo. ; 
4  lamps  6  or  7  nights  per  week,  $25.50  per  mo.  For  4 
nights  per  week,  1  lamp,  $6.00 ;  2  lamps,  $10.75 ;  3  lamps, 
$16.00 ;  4  lamps,  $20  00.  For  3  nights  per  week,  1  lamp, 
$5.50;  2  lamps,  $10.00;  3  lamps,  $15.00;  4  lamps,  $18.00. 
From  October  to  April,  6  or  7  nights  per  week,  1  lamp, 
$12.00 ;  2  lamps,  $21.50 ;  3  lamps,  $30  50 ;  4  lamps,  $38.50. 
4  nights  per  week,  1  lamp,  $9.75;  2  lamps,  $17.00;  3 
lamps,  $24.00;  4  lamps,  $31.00.  3  nights  per  week,  1 
lamp,  $9.50;  2  lamps,  $15.00;  3  lamps,  $'22.50;  4  lamps, 


1.00  per  year ;  6  nights 
Wiring  and 

Incandescent  lights 
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Milford,     . 

Millbury,  . 

Miller's  River (Athol) , 

Nantucket, 

Natick, 

New  Bedford,   . 


Newliuryport, 


Newton,    . 
North  Adams, 


Northampton,    . 


r 

North  Attleborough,   ■{ 
I 

I 

r 


North  Shore(Revere), 


Orange, 


$28.00.  Transient  lights,  75  cents  per  night  per  light. 
Incandescent  lights  by  meter  1^  cents  per  lamp  hour,  on 
contract,  16  c.  p.  lamps  burning  all  night,  $2.50  per  lamp 
per  month,  until  11  p.m.  $1.25,  until  9  p.m.,  $1.00.  If 
burnt  4  evenings  per  week,  $1.00  per  month;  3  evenings, 
90  cents.  Wiring  at  cost;  renewals  free.  Factory  light- 
ing, from  4  to  6  p.m.,  50  cents  per  lamp  per  month. 

Incandescent  lights,  50  cents  per  candle  per  year.  Wiring 
free ;  renewals,  20  c.  p.  lamps,  85  cents  each. 

Arc  lights,  $75.00  per  year. 

Arc  lights,  $8.35  and  $10.00  per  month.  Incandescent 
lamps,  16  c.  p.,  $10.00  each  per  year. 

Arc  lights,  $72.00  per  year.  Incandescent  lights,  $1.00 
each  per  month  for  first  four ;  additional  lamps,  50  cents 
each.    Wiring  and  renewals  free. 

Arc  lights,  50  cents  per  night  for  single  light.  Incandescent 
lights,  until  midnight,  $11.00  per  lamp  per  year.  Interior 
construction  about  $1.50  per  lamp.    Renewals  free. 

Arc  lights,  4  to  7  nights  per  week,  1  light,  $10.00  per  mo. ; 
2  lights,  $9.00  each  ;  3  or  more,  $8.00  each  ;  1  to  3  nights 
per  week,  1  light,  $7.00  per  mo. ;  2  lights,  $6.25  each ;  3 
or  more,  $5.67  each.  Series  incandescent  lights,  65  c.  p., 
4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2  lights, 
$4.75  each ;  3  lights,  $4.50  each  ;  4  lights,  $4.25  each ;  5 
or  more,  $4.00  each.  1  to  3  nights  per  week,  1  light, 
$3.50  per  mo. ;  2  lights,  $3.37  each ;  3  lights,  $3.25  each  ; 
4  lights,  $3.12^  each;  5  lights,  $3.00  each;  6  or  more, 
$2.83^  each.  Direct  current  incandescent,  20  c.  p.  lamp, 
I  to  7  nights  per  week,  $1.25  each  per  mo. ;  1  to  3  nights 
per  week,  $1.00;  32  c.  p.  lamp,  4  to  7  nights,  $2.00  each 
per  mo. ;  1  to  3  nights  per  week,  $1.60.  Discount  of  5 
per  cent,  on  all  bills  paid  within  10  days.  Wiring  free. 
Renewals  at  customers'  expense. 

Incandescent  lights,  1  cent  per  hour  for  16  c.  p.  lamp. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
cents  each  ;  3  at  34  cents  each ;  4  at  33  cents  each ;  5  at  32 
cents  each.  Incandescent  lights,  $1.00  per  mo.  for  6 
nights  per  week ;  83^-  cents  per  mo.  for  4  nights  per  week. 

Arc  lights,  $75.00  per  year  every  night  till  10  p.m.  ;  $100.00 
till  midnight ;  $60.00  for  one  night  a  week  till  10  p.m. 
Incandescent  lamps,  16  c.  p.,  used  2  nights  per  week  until 
10  P.M.  and  4  nights  until  6  p.m.,  $8.00  each  per  year ;  6 
nights  until  9  p.m.,  $10,00;  until  10  p.m.,  $12.00;  until  11 
P.M.,  $14.00;  until  midnight,  $16.00;  7  nights  until  10 
p.M,  $13.00 ;  until  11  p.m.,  $15.00 ;  until  midnight,  $17.00 ; 
all  night,  $20.00.  By  meter,  1  cent  a  lamp  hour.  Wiring 
and  lamps  on  meter  at  consumers'  cost;  other  lamp 
renewals  free. 

Arc  lights,  $8.00  per  lamp  per  mo.,  or  40  cents  per  night. 
Incandescent  20  c.  p.  lamps,  $1.25  each  per  mo. ;  32  c.  p., 
$2.00  each  per  mo.;  65  c.  p.,  $4.00  per  mo.  Interior 
construction  and  renewals  free. 

Arc  lights,  $80.00  per  year.  Summer  rates,  55  cents  per 
night  per  light.  Incandescent  lights,  $12.00  per  year 
until  midnight;  $10.00  until  10  p.m.  ;  1;^  cents  per  lamp 
hour  by  meter.  Commercial  wiring  and  renewals  free. 
Domestic  wiring  at  cost ;  renewals,  80  cents  each,  with 
rebate  of  5  cents  for  old  lamps. 

Arc  lights,  $50.00  per  year,  4  nights  a  week.  Incandescent 
lights,  16  c.  p.,  4  nights  a  week,  $9.00  a  year;  6  or  7 
nights  a  week,  $10.00  a  year.  Wiring:  stores  free, 
dwellings  at  cost.  Renewals  free  if  lamps  burn  out  in 
less  than  600  hours. 


106 


GAS  COMMISSIONERS. 


[Jan. 


NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Palmer, 

Pittsfield  E.  L.  Co.,  . 

Pittsfield  Illu.  Co.,     . 

Plymouth, 
Quincy, 

Salem, 

Somerville, 

Southbridge, 

South  Hartley  Falls, 


Spencer,     . 
Stoughton, 

Suburban  (Boston), 

Taunton,   . 
Union  (Franklin), 


United  (Springfield), 


Arc  lights,  f  80.00  per  year.  Incandescent  lights,  on  basis  of 
$10.00  per  year  till  10  p.m.  Stores,  wiring  and  renewals 
free ;  houses,  wiring  and  renewals  at  cost. 

Arc  lights,  $84.00  per  year.  Incandescent  lights,  20  c.  p. 
lamps,  $1.00  per  mo.  each ;  65  c.  p.  lamps,  $3.00  per  mo. 
each.    Interior  construction  and  renewals  free. 

Incandescent  lights,  1  cent  per  ampere  hour.  First  outfit 
of  lamps  free ;  609  hours  guaranteed  life.  Wiring  and 
renewals  paid  \>y  customer. 

Arc  lights,  30  cents  per  lamp  per  night.  Incandescent 
lights,  $10.00  each  per  year  until  10  p.m.;  by  meter,  1| 
cents  per  lamp  hour.  Commercial  wiring  free,  domestic 
at  cost.    All  renewals  free. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp.  Original 
outfit  of  lamps  free.  Store  wiring  and  renewals  fur- 
nished by  company;  house  wiring  and  renewals  by 
consumers. 

Arc  lights,  every  evening  except  Sundaj',  $12.00  per  month ; 
3  nights  a  week,  $10.00.  Incandescent  lights,  16  c.  p., 
6  evenings  a  week  until  10.30  p.m.,  $1.00  and  renewals;  7 
evenings,  $1.16 ;  3  evenings,  87  cents ;  1  evening,  75  cents 
per  month.  Special  rates  in  many  cases.  Renewals,  75 
cents  each.    Original  installation  of  lamps  free. 

Arc  lights,  $100.00  per  year,  usually.  Incandescent  lights, 
rate  based  on  price  of  1  cent  per  hour,  16  c.  p.  lamps. 
Renewals  according  to  contract. 

Arc  lights,  single  lamp,  $80.00  per  year  for  drug  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount;  3, 
15  per  cent,  discount;  more  than  3  special  rates.  Incan- 
descent lights,  $10.00  per  year  for  one  16  c.  p.  lamp, 
$50.00  for  six.  Wiring,  commercial  free.  Domestic  by 
contract.    All  renewals  free. 

Incandescent  lights,  6  nights  per  week  till  6.30  p.m.,  $6.00 
per  year;  till  6.30  p.m.  ordinarily  and  till  10  p.m.  2  nights 
per  week,  $7.20;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 
3  nights  per  week,  $7.80;  till  6.30  p.m.  ordinarily  and  till 

10  p.m.  4  nights  per  week,  $8.40 ;  till  9  p.m.  6  nights  per 
week,  $8.40 ;  till  10  p.m.  6  nights  per  week,  $10.00 ;  till 

11  p.m.  6  nights,  $11.00.  Prices  for  16  c.  p.  lamps.  Dis- 
count of  5  per  cent,  on  bills  paid  within  5  days.  Wiring 
and  lamp  renewals  at  cost. 

Arc  lights,  33^  cents  per  night. 

Arc  lights,  $60.00  per  year. 

Arc  lights,  one  50  cents  per  night;  more  than  one,  45  cents 

each.    Incandescent  lights,  1  1-10  cents  per  ampere  hour, 

with  discount  of  10  per  cent,  if  paid  before  the  10th  of  the 

month.    Renewals  free. 
Arc  lights, 

mo. 


.00  per  mo.    Incandescent  lights,  $1.00  per 


Incandescent  lights,  by  meter,  1  cent  an  hour,  16  c.  p.  lamp ; 
wiring  at  cost.    Renewals  free. 

Arc  lights,  35  cents  to  70  cents  per  lamp  per  night.  Incan- 
descent lights.  Rates  per  lamp  per  year  for  domestic 
lighting:  1st  lamp,  $9.00;  2d,  $8.00;  3d,  $7.00;  4th, 
$6.00 ;  oth,  $5.00 ;  6th,  $4.00 ;  7th  and  all  others,  $3.00. 
Rates  per  lamp  per  year  for  business  lighting  until  6 
p.m.  ordinarily  and  10  p.m.  1  night  per  week :  10  c.  p. 
lamps,  $5.50  each;  16  c.  p.,  $7.00;  25  c.  p.,  $9.25;  50 
c.  p.,  $17.50 ;  100  c.  p.,  $33.50  ;  150  c.  p.,  $49.00.  Until  6 
p.m.  ordinarily  and  10  p.m.  2  nights  per  week :  10  c.  p. 
lamps,  $6.50  each;  16  c.  p.,  $8.00;  25  c.  p.,  $10.75;  50 
c.  p.,  $20.00;  100  c.  p.,  $38.50;  150  c.  p.,  $56.00.  Until 
6  p.m.  ordinarily  and  10  p.m.  3  nights  per  week  :  10  c.  p. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


United  (Springfield), 


Uxbridge  and  North- 
bridge,   . 


Waltham, 


Walworth  (Boston), 

Ware, 

Webster,   . 

Westborough,   . 


Westfleld,  . 


Weymouth, 


lamps,  $7.50  each;  16  c.  p.,  $9.00;  25  c.  p.,  $12.00;  50 
c.  p.,  $22.50  ;  100  c.  p.,  $43.25  ;  150  c.  p.,  $60.00.  Until 
8  P.M.  ordinarily  and  12  p.m.  1  night  per  week  :  10  c.  p. 
lamps,  $8.00  each;  16  c.  p.,  $10.00;  25  c.  p.,  $13.25;  50 
c.  p.,  $25.00;  100  c.  p.,  $48.00;  150  c.  p.,  $70.00.  Until 
10  P.M.  every  nidit:  10  c.  p.  lamps,  $9.00  each;  16  c.  p., 
$11.00;  25  c.  p^., -$14.75;  50  c.  p.,  $27.50;  100  c.  p., 
$52.75;  150  c.  p.,  $77.00.  Until  12  p.m.  every  night:  10 
c.  p.  lamps,  $10.00  each;  16  c.  p.,  $12.00;  25  c.  p., 
$16  00;  50  c.  p.,  $30.00;  100  c.  p.,  $57.50;  150  c.  p., 
$84.00.  All  night  and  every  night :  10  c.  p.  lamps,  $13.00 
each;  16  c.  p.,  $16.00;  25  c.  p.,  $21.25;  50  c.  p.,  $40.00; 
100  c.  p.,  $76.75 ;  150  c.  p.,  $112.00.  Lamps  and  renewals 
free.    Interior  wiring  at  cost. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter,  $10.00  per  year  by  contract. 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m.,  1  light,  $12.50 
per  mo.;  2  lights,  $11.87.^;  3  lights,  $11.25;  4  lights, 
$10,624,  5  lights,  $10.00;  4  or  5  nights  per  week,  1  light, 
$10.00 ;  2  lights,  $9.50  ;  3  lights,  $9.00 ;  4  lights,  $8.50 ;  5 
lights,  $8.00  each.  Discount  20  per  cent,  from  above 
prices  if  paid  on  or  before  the  15th  of  the  month.  Incan- 
descent lights,  20  c.  p.,  6  or  7  nights  per  week,  $1.35  per 
mo. ;  5  nights  per  week,  $1.30  each  ;  4  nights  per  week, 
$1.25  each.  Discount  35  cents  per  light  if  paid  on  or 
before  the  15th  of  the  month.  32  c.  p.,  6  or  7  nights  per 
week,  1  light,  $2.75;  2  lights,  $2.62;  3  lights,  $2.48;  4 
lights,  $2.34;  5  lights,  $2.20;  4  or  5  nights  per  week,  1 
light,  $2,50;  2  lights,  $2.38;  3  lights,  $2.25;  4  lights, 
$2.12;  5  lights,  $2.00  each;  65  c.  p.,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lights,  $4.75;  3  lights,  $4.50;  4 
lights,  $4.25 ;  5  lights,  $4  00 ;  4  or  5  nights  per  week,  1 
light,  $4.50;  2  lights,  $4.28;  3  lights,  $4.05;  4  lights, 
$3.83 ;  5  lights,  $3.60  each.  Discount  10  per  cent,  from 
these  prices  if  paid  on  or  before  the  15th  of  the  month. 
Inside  wiring  and  lamp  renewals  at  expense  of  consumer. 

Arc  lights,  50  cents  per  day.  Incandescent  lights,  1  cent 
per  hour,  or  $20.00  per  year.    Lamp  renewals  free. 

Arc  lights,  $60.00  per  year  until  10  p.m.  Incandescent 
lights,  16  c.  p.  until  10  p.m.,  $10.00  per  year;  until  12, 
$12.00.     Wiring  and  renewals  free. 

Arc  lights,  $80.00  per  lamp  per  year.  Incandescent  lights, 
$10.00  per  lamp  per  year.  Interior  writing  at  cost. 
Lamp  renewals  free. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  $7.50 
per  year  for  16  c.  p.  lamp ;  $9.00  for  20  c.  p.  lamp. 
Wiring  at  cost ;  first  lamp  free ;  renewals  at  expense  of 
customer. 

Arc  lights,  $100.00  per  year  payable  monthly.  A  discount 
of  5  per  cent,  is  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6  p.m.  Incandescent  lights, 
for  1  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo. ;  every  night  except  Sunday  until  11  p.m.,  $1.15  per 
mo. ;  5  nights  until  9  p.m.;  1  night  until  11  p.m.,  $1.00 
per  mo. ;  4  nights  until  8  p.m.,  2  nights  until  11  p.m.,  85 
cents  per  mo. ;  3  nights  until  6 p.m.,  2  nights  until  9  p.m. , 
1  night  until  11  p.m.,  70  cents  per  mo. ;  10  c.  p.  lamps,  25 
percent,  less  than  above  rates;  20  c.  p.  lamps,  20  per 
cent,  more  than  above  rates.  Wiring  free;  lamps  and 
renewals  at  consumers'  expense. 

Incandescent  lights,  16  c.  p.  lamps,  7  nights  per  week, 
$10.00  per  year ;  6  nights,  $9.50 ;  5  nights,  $9.00 ;  4  nights, 
$8.50.  Wiring  at  cost;  renewals,  16  c.  p.  lamps,  7o  cents 
each. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Whitman, , 


Winchendon, 


Woburn, 


Worcester, 


Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year; 
until  midnight,  $75.00.  6  nights  per  weeli  until  10  p.m., 
$75.00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c.  p.,  until  10  P.M.,  $10.00  per  lainp  per  year;  until  mid- 
night, $12.00 ;  until  day-lighr,  $18.00 ;  20"c.  p.  lamps  until 
10  P.M.,  $12  00;  until  midnight,  $15.00;  until  day-light, 
$21.00.     Wiring  at  cost ;  renewals  at  customers'  expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year; 
until  midnight,  $75.00;  6  nights  per  week  until  10  p.m., 
$75.00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c.  p.,  until  10  p.M  ,  $10.00  per  lamp  per  year;  until  mid- 
night, $12.00 ;  until  daylight,  $18.00.  20  c.  p  lamps  until 
10  p.m.,  $12.00;  until  midnight,  815.00;  until  day-light, 
$21.00.  By  meter  for  residences,  20  cents  per  1000  watt 
hours,  in  other  cases  30  cents  per  1000  watt  hours. 
Meter  rental,  25  light  meter,  $2.00  per  year;  50  light, 
$2.50;  100  light,  $4,00.  Wiring  at  cost.  Lamp  renewals, 
75  cents  each. 

Arc  lights,  $9.00  per  month.  Incandescent  lights  by  con- 
tract, $1.00  per  month  ;  16  c.  p.  lamps  by  meter,  20  cents 
per  1000  watt  hours.    Wiring  by  contract ;  renewals  free. 

Arc  lights,  1  light  for  4  mos.  daily,  70  cents;  for  8  mos. 
daily,  and  Saturdays  for  12  mos.,  60  cents  per  night;  2 
lights  for  4  mos.  daily,  65  cents  each  per  night;  for  8 
uios.  daily,  and  Saturdays  for  12  mos.,  55  cents  each  per 
night;  3  lights  for  4  mos.  daily,  60  cents  each  per  night; 
for  8  mos.  daily,  and  Saturdays  for  12  mos.,  50  cents 
each  per  night.  One  or  more  lights  every  night  in  the 
year,  50  cents  each.  Incandescent  lights,  $1.50  each  per 
mo.    Lamp  renewals  free. 


Cases  Pending  Before  the  Board  Dec.  31,  1890. 

Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  Methuen,  giving  certain  persons  the  right  to  lay  gas 
pipes  in  the  streets. 

Appeal  of  the  same  from  the  decision  of  the  selectmen  of  North 
Andover,  giving  the  Merrimack  Valley  Horse  Railroad  Company 
the  right  to  erect  poles  and  maintain  electric  lights  in  the  streets. 

Appeal  of  the  Braintree  Electric  Company  from  the  consent  of 
the  selectmen  of  Braintree,  allowing  A.  S.  Morrison  &  Brothers 
and  others  to  run  wires  over  certain  streets. 

Appeal  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  the  aldermen 
of  Boston,  allowing  certain  parties  to  run  wires  over  Summer 
Street. 

Appeal  of  the  Methuen  Gas  Light  Company  from  'the  decision 
of  the  selectmen  of  Methuen,  refusing  it  permission  to  erect  poles 
and  wires  in  the  streets. 
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Appeal  of  the  Marlborough  Gas  Light  Company  from  the  deci- 
sion of  the  selectmen  of  Marlborough,  giving  the  Citizens'  Gas 
Company  permission  to  lay  gas  pipes  in  the  streets. 

Petition  of  the  mayor  of  Chelsea  and  consumers  against  the 
Chelsea  Gas  Light  Company,  for  a  reduction  in  the  price  of  gas 
and  electric  light,  and  a  supply  of  electric  light  at  all  hours. 

Petition  of  the  Lawrence  Gas  Company  for  authority  to  furnish 
electric  light  in  Methuen. 

Appeal  of  the  Randolph  and  Holbrook  Electric  Company  and 
Edward  H.  Galligan  and  others  from  the  decision  of  the  select- 
men of  Randolph,  permitting  the  Randolph  and  Holbrook  Light 
and  Power  Company  to  erect  poles  in  the  streets. 

Appeal  of  the  Bristol  County  Electric  Company  from  the  de- 
cision of  the  aldermen  of  Taunton,  refusing  it  permission  to  erect 
poles  and  wires  in  the  streets. 

Appeal  of  P.  H.  Alexander  et  al.  from  the  decision  of  the 
selectmen  of  Peabody,  refusing  permission  to  maintain  poles  and 
wires  in  the  streets. 

Petition  of  the  Easthampton  Gas  Company  for  authority  to 
supply  electric  light. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Wakefield  Electric  Light  and  Power  Company 
from  the  decision  of  the  selectmen  of  Wakefield,  refusing  per- 
mission to  maintain  poles  and  wires  in  the  streets. 

ABRAHAM  B.  COFFIN. 
FORREST  E.  BARKER. 
CHARLES  A.  TOWNE. 

Boston,  Jan.  7,  1891. 


APPENDICES. 


appe:ndix  a. 


BALANCE  SHEETS  AND  PROFIT  AND  LOSS 
ACCOUNTS,  JUNE  30,  1891. 

[From  the  returns  made  as  corrected  by  the  Board.] 


ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $3,568  13 

Steam  plant, 11,689  61 

Electric  plant, 6,779  71 

Lines,  meters,  lamps  and  globes, 7,022  69 

Incandescent  installations, 672  57 

Due  for  electric  light  and  power,         .        .        ...        .  822  45 

Fuel  on  hand, 67  60 

Carbons  on  hand,          . 10  60 

Oil  and  waste  on  hand, 44  75 

Incandescent  lamps  on  hand, 38  50 

Other  electric  materials  on  hand, 600  00 

Cash  on  hand, .  11  96 

Total  assets,  as  per  books  of  the  company,  .        .        .  $31,218  57 

Profit  and  loss  balance, 1,396  34 

$32,614  91 

Liabilities. 

Capital  stock, .  $8,500  00 

Notes  payable, 8,300  00 

Unpaid  bills, 15,814  91 

Total  liabilities,  as  per  books  of  the  company,     .        .  $32,614  91 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  of  electric  manufacturing  account,  $1,396  34 
Balance  June  30,  1890,          .        .        .                   $1,396  34 

$1,396  34  )|1,396  34 
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ADAMS  GAS  LIGHT  COMPANY. 

Assets. 


Real  estate,   .....; 
Machineiy  and  manufacturing  af»pliances, 

Meters, 

Due  for  gas,  .... 

Gas  coal  on  hand. 

Coke  on  hand,        .... 

Enrichers  on  hand, 

Gas  fixtures  on  hand,    . 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash,  on  hand,       .... 

Total  assets,  as  per  books  of  the  company, 

Liabilities. 
Capital  stock, $17,300  00 


$20,005  60 

6,002 

05 

1,360  74 

367 

67 

828 

75 

50  00 

213 

75 

406 

42 

8,862 

16 

200  00 

104  60 

^,381  74 


Total  liabilities,  as  per  books  of  the  company, 
•Pi'ofit  and  loss  balance, 

Profit  and  Loss  Account, 

Balance  June  30,  1889,  .... 

Balance  of  gas  manufacturing  account. 
Interest  received, .         .         . 

Rents, 

Dividends  declaimed, 

Rebate  of  84  cents  per  M.  to  manufacturers 

who  are  stockholders,        .... 

Balance  June  80,  1890,  .... 


$17,300  00 
21,081  74 

$38,381  74 


Dr. 

Cr. 

$20,012  89 

6,382  01 

33  34 

91  00 

$3,460  00 

1,977  50 

21,081  74  - 

$26,519  24. 

126,519  24 

AMESBURY  AND  SALISBURY  GAS  COMPANY 

Assets. 

Real  estate, 

Machineiy  and  manufacturing  appliances,  . 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,       .         ... 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company,  . 


$4,875  98 

40,255 

50 

16,250 

00 

1,498 

39 

713 

92 

990 

30 

32 

00 

10 

60 

798 

73 

j,425  42 
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Liabilities. 

Capital  stock, $60,000  00 

Unpaid  bills, 25  00 

Total  liabilities,  as  per  books  of  the  comj)any,     .        .  $60,025  00 

Profit  and  loss  balance, •     5,400  42 


j,425  42 


Profit  and  Loss  Account. 


Dr. 

Ck. 

Balance  June  30,  1889, 

$3,243  95 

Balance  of  gas  manufacturing 

account. 

1,858  87 

Unpaid  bills. 

1,192  14 

Other  items  of  income, 

. 

692  82 

Dividends  declared. 

. 

$1,200  00 

Other  items. 

387  36 

Balance  June  30,  1890, 

5,400  42 

$6,987  78 

$6,987  78 

AMHERST  GAS  COMPANY. 


(gas), 


Assets. 

Real  estate  (gas),         .... 

Machiner}^  and  manufacturing  appliances 

Street  mains  (gas). 

Meters  (gas). 

Due  for  gas. 

Coke  on  hand, 

Enrichers  on  hand, 

Real  estate  (electric), 

Steam  plant  (electric), 

Electric  plant. 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light. 

Fuel  on  hand  (electric  light), 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Other  electric  materials  on  hand. 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash  on  hand,        .... 

Notes  receivable, 


Total  assets,  as  per  books  of  the  company. 


7,978 

18 

6,615 

77 

1,429 

42 

882 

47 

10 

12 

171 

05 

1,245 

32 

32,532  68 


952 

12 

25 

00 

86 

20 

155 

15 

1,600 

96 

209 

79 

55 

15 

142 

07 

26 

00 

$54,117 

45 
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Liabilities. 
Capital  stock,        .... 
Bouds  issued,        .... 
Notes  i^ayable,      .... 
Interest  due  but  not  paid,     . 
Amounts  due  fi'om  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


$25,000  00 

15,000  00 

3,500  00 

418  75 

3,433  43 

$47,352  18 
6,765  27 


$54,117  45 

Profit  and  Loss 

Account. 

Dr. 

Cr. 

Balance  June  30,  1889, 

. 

$6,848  63 

Balance  of  electric  manufactm-ing  account. 

$90  52 

Balance  of  gas  manufacturing  account. 

1,061  44 

Dividends  declared,       .... 

1,000  00 

Interest  paid,        .         .        .        .        . 

456  25 

Depreciation, 

101  31 

Other  items, 

503  28 

Balance  June  30,  1890, 

6,765  27 

» 

$8,413  35 

$8,413  35 

ANDOVER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 

Steam  plant,  .... 

Electi'ic  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power, 
Hoi'ses,  M^agons,  etc.,     . 
Cash  on  hand,       .... 

Total  assets,  as  per  books  of  the  company, 

Liabilities. 
Capital  stock,         ....... 

Notes  payable, 

Unpaid  bills,  .        . ' 

Total  liabilities,  as  per  books  of  the  compau}^. 
Profit  and  loss  balance,         ..... 

Profit  and  Loss  Account. 

Balance  of  electric  manufacturing  account, 
Balance  June  30,  1890,  .... 

$323  70 


$12,380  80 

10,387  86 

18,451  98 

13,229  62 

547  69 

294  50 

252  90 

$55,545  35 


$30,000  00 

24,400  00 

821  65 

$55,221  65 
323  70 


UNT. 

Dr. 

$323  70 

$55,545  35 
Cr. 

$323  70 

$323  70 
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ARLINGTON  GAS  LIGHT  COMPANY, 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 
Street  mains, 
Due  for  gas, . 
Gas  coal  on  hand, 
Cash  on  hand, 


Total  assets,  as  i>er 


Capital  stock. 
Unpaid  dividends. 


books  of  the  company, 
Liabilities. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 

Dividends  declared,      .... 

Construction  charged  off, 

Balance  June  30,  1890,  .        . 


$1,000  00 
35,000  00 
34,000  00 

3,263  71 
412  50 

3,496  52 

177,172  73 


^70,000  00 

672  00 

$70,672  00 

6,500  73 


r,172  73 


Dk. 

Ck. 

15,696  83 

5,706  15 

|4,200  00 

702  25 

6,500  73 

111,402  98 

111,402  89 

ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 
Real  estate,   ...... 

Machinery  and  manufacturing  appliances, 
Street  mains, 
Meters,  . 
Due  for  gas. 
Gas  coal  on  hand, 
;Coke  on  hand. 
Tar  on  hand. 

Purifying  materials  on  hand. 
Other  gas  materials  on  hand. 
Stoves  on  hand,     . 
Office  furniture,    . 
Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, 


24,351 

84 

10,568 

16 

1,822 

00 

1,520 

77 

1,697 

85 

70 

40 

172 

80- 

5 

50 

448 

71 

267 

91 

131 

20 

64 

65 

5,237  67 


1]8 


Capital  stock, 
Unpaid  bills, 


GAS  COMMISSIONERS. 
Liabilities. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30,  1889,  .        .         . 

Balance  of  gas  manufacturing  account. 
Dividends  declai-ed,      .... 

Interest  paid, 

Other  items,  ..... 

Balance  June  30,  1890, 


),625  27 


[Jan. 


$46,400  00 
56  00 

$46,456  00 
6,781  67 

f 53,237  67 


$3,448  42 

6,143  65 

$2,784  00 

59  60 

33  20 

6,781  67 

),625  27 


BAY  STATE  GAS  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains. 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand, 

Gas  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand. 

Works  improvements,  . 

Horses,  w^agons,  etc.,    . 

Sundry  accounts  due  the  company. 

Cash  on  hand,        .... 

Notes  receivable,  .... 


22,330  00 

9,635  85 

113  25 

1,599  00 

9,744  59 

1,158  11 

536  48 

10,138  70 

790  50 

3,254  17 

20,425  84 

9,000  00 

Total  assets,  as  per  books  of  the  company,  .        .        .  $6,038,726  49 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable,      .        . 4,512,000  00 

Unpaid  bills, 2,651  16 

Amount  due  from  the  company,  not  included  above,          .  3,100  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $5,017,751  16 
Profit  and  loss  balance, 20,075  33 


.  14,950,000  00 


),038,726  49 
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Pk. 

Cr. 

Balance  June  30,  1889, 

$43,923  38 

Balance  of  gas  nianiifacturing  account, 

1)53,798  64 

Use  of  mains, 

100,000  00 

Tar, 

11,522  23 

Dividends  declared,       .... 

10,000  00 

Interest  paid,        

90,422  16 

Balance  June  30,  1890, 

20,975  33 

$165,320  87 

1165,320  87 

BEVERLY  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas),         .        . |23,000  00 

Machinery  and  manufacturing  appliances  (gas),        .        .  8,207  84 

Street  mains  (gas), 14,044  47 

Meters  (gas), 3,430  04 

Due  for  gas, 3,926  17 

Gas  coal  on  hand, 1,525  00 

Coke  on  hand,       .        . 1  00 

Tar  on  hand, 15  00 

Enrichers  on  hand, 18  00 

Other  gas  materials  on  hand, 24  13 

Stoves  on  hand,     .        . 295  26 

Gas  fixtures  and  Lungren  lamps  on  hand,  .        .        .        .  515  75 

Electric  plant, 21,568  69 

Due  for  electric  light  and  power, 720  18 

Carbons  on  hand, 51  25 

Oil  and  waste  on  hand, 29  40 

Globes  on  hand, 6  00 

Sundry  accounts  due  the  company, 298  69 

Office  furniture, .        .        .  260  47 

Cash  on  hand, 10,970  80 

Investments, 500  00 

Total  assets,  as  per  books  of  the  company,  .         .         .  |89,408  14 

Liabilities. 

Capital  stock, f  60,000  00 

Special  stock, 11,800  00 

Notes  payable, 5,886  12 

Unpaid  bills, • ,        .        .        .  1,092  04 

Total  liabilities  as  per  books  of  the  company,    \        .  $78,778  16 

Profit  and  loss  balance, 10,629  98 


),408  14 
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GAS  COMMISSIONERS. 


[Jan. 


Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1889,  .... 

Balance  of  gas  maniifactui*ing  account, 
Balance  of  electric  manufacturing  account. 

Rents, 

Other  items  of  income,  .... 

Dividends  declared, $.S,000  00 

Interest  paid, 1,195  47 

DeiDreciation, 4,384  22 

Other  items,  .        .        .        .        .        .  329  33 

Balance  June  30,  1890,  ....  10,629  98 


Ck. 

^8,816  34 

8,016  74 

2,438  30 

57  70 

209  92 


$19,539  00       $19,539  00 


BLUE  HILL  ELECTRIC  COMPANY  (CANTON.) 

Assets. 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamj^s  and  globes,  .... 

Total  assets,  as  per  books  of  the  company,  . 

Liabilities. 

Capital  stock, 

Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company, 


$3,322  70 

5,286 

25 

6,698 

30 

9,504  71 

$24,811 

96 

120,000  00 

4,811 

96 

$24,811 

96 

BOSTON  ELECTRIC  LIGHT  COMPANY. 


Assets 
Real  estate,  .... 
Steam  plant, 
Electric  plant. 

Lines,  meters,  lamps  and  globes 
Due  for  electric  light  and  power 
Fuel  on  hand. 
Carbons  on  hand, . 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand, 
Globes  on  hand,    . 
Other  electric  materials  on  hand 
Motors  on  hand,    . 
Horses,  wagons,  etc.,    . 
Sundry  accounts  due  the  company 
Office  furniture,    . 
Cash  on  hand. 

Total  assets,  as  per  books  of  the  company, 


$324,125  63 
217,903  56 
268,563  22 
648,107  89 
25,578  12 
12,265  68 
2,318  60 
100  23 
1,379  40 
1,147  50 
16,921  81 
1,355  45 
889  39 
4,501  48 
2,161  83 
5,309  09 

fl,532,618  68 
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Liabilities, 

Capital  stock, $1,000,000  00 

Bonds  issued 291,000  00 

Notes  payable, 56,782  60 

Unpaid  bills, 24,135  32 

Interest  due  but  not  paid, 5,894  25 

Total  liabilities,  as  per  books  of  the  company,    .         .  $1,377,812  17 

Profit  and  loss  balance, 154,806  51 


$1,532,618  68 

Profit  and  Loss  Account. 

Dk. 

Or. 

Balance  June  30,  1889,         .... 

$105,821  77 

Balance  of  electric  manufacturing  accoimt, 

133,767  21 

Rents, 

1,459  58 

Other  items  of  income,         .... 

8,217  08 

Dividends  declared, $60,000  00 

Interest  paid, 19,759 

13 

Paid  leased  companies,         .        .        .        .          14,700 

00 

Balance  June  30,  1890,          ....        154,806 

51 

f249,265 

64 

$249,265  64 

BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,358,869  26 

Machinery  and  manufacturing  appliances,  ....  3,024,397  06 

Street  mains 1,913,278  85 

Meters, 375,703  50 

Due  for  gas, . 158,96161 

Gas  coal  on  hand, 81,665  24 

Coke  on  hand, 24,677  50 

Tar  on  hand, 9,601  35 

Enrichers  on  hand, 2,639  16 

Purifying  materials  on  hand, 1,212  25 

Other  gas  materials  on  hand, 47,265  51 

Gas  on  hand, 1,918  28 

Ammoniacal  liquor  on  hand, 640  69 

New  work  in  process  of  construction,  and  not  completed, .  50,428  51 

Sundry  accounts  due  the  company, 21,210  77 

Cash  on  hand,        . 194,713  90 

Notes  receivable, 25,000  00 


Total  assets,  as  per  books  of  the  comijany,  . 


17,292,183  44 
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GAS  COMMISSIONERS. 
Liabilities. 


[Jan. 


Capital  stock, 

Notes  payable, 

Unpaid  bills. 

Deposits, 

Contingent  fund, 

Amounts  due  from  the  company,  not  included  aboye 

Total  liabilities,  as  ])er  books  of  the  company. 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  80,  1889,  .        .        .        . 

Balance  of  gas  manufacturing  account. 

Rents, 

Amount  debited  to  profit  and  loss  prior  to 
Jan.  1,  1889,  and  CTedited  June  30, 
1890,  as  follows,  viz. :  — 

Improvements,  .        .        .        .        .     ,   . 

Mains, 

Services, 

Meters, 

Amount  debited  to  profit  and  loss  June  30, 
1889,  and  credited,  as  follows  :  — 

Improvements,  . 

Street  mains, 

Meters, 
Interest  paid. 
Dividends  declared, 
Use  of  gas  mains, 
Balance  June  30,  1890, 


S2,o00,000  00 

100,000  00 

40,605  05 

19,894  54 

301,964  38 

12,621  62 

$2,975,085  59 

4,317,097  85 

p7,292,183  44 

Ce. 

$135,396  06 

459,422  78 

9,126  66 


2,000,000  00 

1,240,605  45 

356,774  64 

355,817  87 


90,136  06 

17,100  01 

4,207  05 


^1,488  73 

250,000  00 

100,000  00 

4,317,097  85 

H,668,586  58  $4,668,586  58 


BRIDGEWATER  ELECTRIC  COMPANY. 


Assets. 


Real  estate, 

Steam  plant, 

Electric  plant,        .... 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power, 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 


$2,941  97 

3,864  02 

5,289  25 

12,506  84 

347  72 

7  41 

24  90 

100  24 
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Globes  on  hand,    .... 
Other  electi'ic  materials  on  hand. 
Sundry  accounts  due  the  company, 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,        .... 


$2  25 

18  25 

197  25 

454  28 


J5,754  38 
1,492  00 


Liabilities. 


Capital  stock. 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  Loss  Account. 

Dr. 

Balance  of  electric  manufacturing  account,  $1,492  00 

Balance  June  30,  1890,  .... 


$27,246 

38 

$15,000  00 

12,246 

38 

$27,246 

38 

Ce. 

$1,492 

00 

$1,492  00         fl,492  00 


BROCKTON  GAS  LIGHT   COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, . 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand,     .... 

Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company. 

Office  fui'niture,    .... 

Cash  on  hand,       .... 

Investments,  .... 


Total  assets  as  per  books  of  the  company, 
Profit  and  loss  balance,        .... 


$49,000 

00 

100,463  86 

2,148 

20 

2,592 

76 

908 

86 

18 

00 

38 

08 

42 

00 

20 

00 

3;544  59 

459 

51 

484 

90 

219 

63 

164 

15 

564 

61 

25,102 

79 

771  94 

20,178  87 


$205,960  81 


124 


GAS  COMMISSIONERS. 


[Jan. 


Liabilities. 


Capital  stock, 

. 

$100,000  00 

Bonds  issued,        . 

. 

100,000  00 

Unpaid  bills, 

• 

5,950  81 

Total  liabilities,  as  per  books  of  the  company,    . 

• 

$205,950  81 

Profit  a^d  Loss  Account. 

Dr. 

Ck. 

Balance  June  30,  1889,          .... 

$12,595  70 

Balance  of  gas  manufacturing  account, 

11,235  39 

Rents, 

2,170  00 

Other  items  of  income,         .... 

236  28 

Dividends  declared, $6,370  00 

Interest  paid, 3,183 

25 

Cancellation  of  lease,    .....          35,000 

00 

Depreciation, 373 

52 

Other  items, 1,489 

47 

Balance  June  30,  1890,   ..... 

20,178  87 

$46,416 

24 

$46,416  24 

BROOKLINE  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate  (gas), 

Machinei-y  and  manufacturing  appliances  (gas) 

Street  mains  (gas). 

Meters  (gas). 

Due  for  gas, 

Gas  coal  on  hand. 

Coke  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand. 

Real  estate  (electric),  . 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power. 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Globes  on  hand,    .... 

Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash  on  hand,        .... 

Total  assets,  as  per  books  of  the  company. 


3,220  38 

7,838  Q6 

179,241  82 

12,528  29 

18,024  09 

1,375  50 

349  50 

1,808  00 

371  27 

10,218  47 

10,500  00 

16,355  76 

50,988  99 

46,421  79 

3,539  09 

430  00 

19  85 

737  40 

16  65 

1,814  20 

972  49 

600  00 

1,748  90 

,021  10 
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Liabilities. 

Capital  stock, $450,000  00 

Notes  paj^able, 78,000  00 

Unpaid  bills,         .        .        . 12,572  55 

Deposits,       . 260  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $540,832  55 

Profit  and  loss  balance, 28,188  55 


$569,021  10 

Profit  and  Loss  Account. 

Dk. 

Ce. 

Balance  June  30,  1889,          .... 

$28,987  02 

Balance  of  gas  manufacturing  account. 

45,172  65 

Balance  of  electric  manufacturing  account, 

2,823  43 

Rents, 

182  65 

Other  items  of  income, 

83  42 

Dividends  declared. 

$29,250  00 

Interest  paid, 

4,263 

33 

Construction  charged  off. 

14,235 

12 

Depreciation, 

913 

30 

Other  items,  . 

398 

97 

Balance  June  30,  1890, 

28,188 

45 

$77,249 

17 

$77,249  17 

CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

Assets. 
Real  estate, ") 


Steam  plant, .... 

Electric  plant. 

Lines,  meters,  lamps  and  globes. 

Franchise,     .... 

Fuel  on  hand. 

Sundry  accounts  due  the  company. 

Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock. 
Bonds  issued, 
Notes  payable. 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$314,411  41 

15,000  00 
7,031  03 

14,332  35 
1,764  04 

$351,950  83 


$200,000  00 

50,000  00 

87,500  00 

8,050  20 

$345,550  20 
6,400  63 


$351,950  88 
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GAS  COMMISSIONEES. 
Profit  and  Loss  Account. 


Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 

Interest  paid, 

Balance  June  30,  1890,  .... 


Dr. 

J9,321  62 

5,102  29 
6,400  63 


[Jan. 


),824  54 


1,824  54       $20,824  54 


CAMBRIDGE    GAS   LIGHT    COMPANY. 

Assets. 

Real  estate,  . 

Machinery  and  manufacturingiappliances. 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand,  .... 

Coke  on  hand, 

Tar  on  hand, 

Purifying  materials  on  hand, 
Other  gas  materials  on  hand, 

Lungren  lamps, 

Gas  fixtures  on  hand,    .... 
Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable,  ..... 
Investments, 


Total  assets,  as  per  books  of  the  company, . 

Liabilities. 

Capital  stock, 

Deposits,        ......... 

Amovuits  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  Ijalance, 

Profit  and  Loss  Account. 


Balance  June  30,  1889, 
Balance  of  gas  manufacturing  account. 
Interest  received,  .... 

Rents,  ...".... 
Dividends  declared,  .... 
Balance  June  30,  1890, .... 


$64,767  66 

733,159  32 

34,800  69 

13,558  44 

675  00 

1,680  00 

150  00 

4,331  00 

4,145  50 

1,766  00 

3,426  46 

28,945  57 

48  28 

32,770  56 

,224  48 


^700,000  00 

1,766  60 

5  60 


^701,772  20 
222,452  28 


)24,224  48 


Db. 

Cr. 

$201,775  50 

89,32G  56 

335  14 

1,015  08 

$70,000  00 

222,452  28 

$292,452  28 

$292,452  28 
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CHARLESTOWN   GAS   COMPANY. 


Assets. 

Real  estate  (gas), ") 

Machinery  and  manufacturing  appliances  (gas),  [^ 

Street  mains  (gas), 

Meters  (gas). 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Water  gas  plant,  . 

Steam  ^slant  (electric) , 

Electric  plant, 

Due  for  electric  light  and  power, 

Cash  on  hand, 

Investments, 


Total  assets,  as  per  books  of  the  company, 


1510,308  60 

17,443  63 

2,594  23 

104  00 

490  00 

205  56 

20,660  00 

5,566  50 

&0,155  24 

2,176  46 

969  95 

23,155  00 

$643,829  07 


Liabilities. 

Capital  stock, 

1500,000  00 

Notes  payable, 

5,000  00 

Unpaid  bills,          ...... 

5,033  73 

Deposits,        ....... 

578  50 

Suspense  account,         ..... 

919  29 

Reserved  fund, 

58,355  59 

Total  liabilities,  as  j)er  books  of  the  company,    . 

f569,887  11 

Profit  and  loss  balance,         .... 

*                 * 

73,941  96 

1643,829  07 

Profit  and  Loss  Account. 

Dr, 

Ck. 

Balance  June  30,  1889,          .... 

146,516  16 

Balance  of  gas  manufacturing  account, 

53,244  16 

Balance  of  electric  manufacturing  account, 

6,515  15 

Electric  light  plant, 

17,974  11 

Rents, 

72  00 

Other  items  of  income,         .... 

549  09 

Dividends  declared, 

150,000 

00 

Interest  paid, 

928  71 

Balance  June  30,  1890,          .... 

73,941 

96 

$124,870 

67 

1124,870  67 
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GAS  COMMISSIONERS. 


[Jan. 


CHELSEA  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate  (gas),         .        .     " $172,547  76 

Machinery  and  manufacturing  appliances  (gas),N 

Street  mains  (gas), >     .        .  150,000  00 

Meters  (gas), ) 

Due  for  gas, »       .  10,055  12 

Gas  coal  on  hand, .        .  3,122  02 

Stoves  on  hand, 349  95 

Real  estate  (electric),  .        .        .        .        .        .        .        .  3,160  48 

Steam  plant  (electric), 16,395  45 

Electric  plant, 27,799  53 

Lines,  meters,  lamps  and  globes  (electric),         .        .        .  31,228  49 

Due  for  electric  light  and  jjower, 2,388  81 

Carbons  on  hand, 100  00 

Incandescent  lamps  on  hand, 50  00 

Sundry  accounts  due  the  company, 285  40 

Cash  on  hand, 1,668  55 


Total  assets,  as  per  books  of  the  company,  . 


$419,161  56 


Liabilities. 

Capital  stock, $300,000  00 

Notes  payable, 65,000  00 

Deposits, 850  00 


Total  liabilities,  as  per  books  of  the  company,     . 

. 

$365,850  00 

Profit  and  loss  balance,        .... 

53,301  56 

$419,151  56 

Profit  and  Loss  Account. 

De. 

Ck. 

Balance  June  30, 1889, 

$45,477  78 

Balance  of  gas  manufacturing  account, 

23,565  61 

Balance  of  electric  manufacturing  accoimt, 

3,370  49 

Rents, 

176  00 

Other  items  of  income,          .        .        .       • . 

418  53 

Dividends  declared, 

$18,000 

00 

Interest  paid, 

1,565 

95 

Other  items, 

140 

90 

Balance  June  30,  1890,         .... 

58,301 

56 

$73,008 

41 

$73,008  41 
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CHICOPEE  ELECTRIC  LIGHT   COMPANY. 


Assets. 


Real  estate,  ... 
Steam  plant,  .... 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Other  construction  accounts. 
Due  for  electric  light  and  power. 
Carbons  on  hand, .         .         . 
Oil  and  waste  on  hand, 
Other  electric  materials  on  hand, 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 


$2,000 

77 

1,729 

45 

4,163 

00 

5,604 

77 

719 

85 

300 

00 

11 

00 

3 

50 

200 

00 

260 

29 

$14,982 

63 

Liabilities. 

Capital  stock, $10,000  00 

Notes  payable, 2,600  00 

Unpaid  bills, 417  82 

Interest  due  but  not  paid, 29  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $13,046  32 

Profit  and  loss  balance,         .......  1,936  31 


$14,982  63 

Profit  and  Loss  Account. 

Br. 

Ce. 

Balance  June  30,  1889,         .... 

$125  24 

Balance  of  manufacturing  account, 

1,678  22 

Interest  paid, $221 

90 

Other  items, 

354  75 

Balance  June  30,  1890,          .        .        .        .            1,936 

31 

$2,158 

21 

$2,158  21 

CHICOPEE  GAS  WORKS, 

Assets. 


Real  estate, 

$20,000  00 

Machinery  and  manuf  actviring  appliances,  . 

1,300  00 

Street  mains, 

6,500  00 

Meters, 

2,200  00 

Due  for  gas, 

11  67 

Coke  on  hand, 

27  00 

Enrichers  on  hand,        .... 

55  00 

Purifying  materials  on  hand. 

45  00 

130 


GAS  COMMISSIONERS. 


[Jan. 


Sundiy  accounts  due  the  company, $17,583  40 

Cash  on  hand, 306  41 

Notes  receivable,  .........  2,600  00 

Investments,          . 10,000  00 


Total  assets,  as  per  books  of  the  company. 


160,628  48 


Liabilities. 


Capital  stock. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


$30,000  00 

$30,000  00 
30,628  48 

$60,628  48 


De. 

Ck. 

Balance  June  30,  1889, 

$29,514  36 

Balance  of  manufacturing 

account,     . 

3,459  29 

Interest  received. 

.         .         . 

818  91 

Dividends  declared. 

. 

$3,600  00 

Other  items, 

. 

435  92 

Balance  June  30,  1890, 

30,628  48 

$34,228  48 

$34,228  48 

CITIZENS'  GAS  LIGHT  COMPANY,  OF  QULN^CY. 

Assets. 

Real  estate, $9,500  00 

Machinery  and  manufacturing  appliances, .        .        .        .  15,000  00 

Street  mains, 41,136  80 

Meters, 3,500  00 

Due  for  gas, 1,346  80 

Gas  coal  on  hand, 530  00 

Coke  on  hand, 65  00 

Tar  on  hand, 45  00 

Enrichers  on  hand, 12  00 

Purifying  materials  on  hand, 75  00 

Other  gas  materials  on  hand, 50  00 

Stoves  on  hand, 975  00 

Gas  fixtures  on  hand, 1,200  00 

Horses,  wagons,  etc., 400  00 

Office  furnitm-e, 200  00 

Cash  on  hand, 390  70 


Total  assets,  as  per  books  of  the  company. 


$74,426  30 
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Liabilities. 

Capital  stock, 153,000  00 

Notes  payable, 19,000  00 

Unpaid  bills, .        .  483  65 

Unpaid  dividends, 907  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $73,390  65 

Profit  and  loss  balance, 1,035  65 


$74,426  30 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1889, 

$12,330  04 

Balance  of  gas  manufacturing  account, 

$7,890  36 

Re-valuation  of  plant,  .... 

6,963  83 

Rents, 

144  00 

Other  items  of  income, 

1,382  50 

Dividends  declared,      .... 

1,980  00 

Interest  paid,         

1,035  00 

Balance  June  30,  1890, 

1,035  65 

$16,380  69 

116,380  69 

CITIZENS'   GAS   LIGHT   COMPANY    (WAKEFIELD) 

Assets. 

Real  estate, ~) 

Machinery  and  mannfaeturino;  appliances,  | 

J  oil"  '  ^_  ^QQ 

Street  mains, 


Meters, j 

Due  for  gas, . 
Gas  coal  on  hand. 
Coke  on  hand. 
Tar  on  hand, 
Enrichers  on  hand, 
Purifying  materials  on  hand. 
Horses,  wagons,  etc.. 
Office  furniture,    . 
Cash  on  hand. 

Total  assets,  as  per  books  of  the  comjjany. 

Liabilities. 

Capital  stock,        .        .        .  '     .        .        .        .        .        .  f  95,300  00 

Notes  payable, 4,500  00 

Unpaid  bills, 1,227  73 

Unpaid  dividends, 253  00 


767  47 


3,307 

80 

497 

00 

50 

00 

195 

00 

3 

00 

50 

00 

363 

25 

153 

50 

2,607 

81 

$106,994  .83 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


fl01,280  73 
5,713  77 


fl06,994  50 
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Profit  and  Loss  Account. 


Balance  June  30,  1889, 
Balance  of  gas  manufacturing  account, 
Dividends  declared,      .... 
Balance  June  30,  1890, 


Dr. 

Cr. 

$6,389  02 

1,230  75 

$1,906  00 

5,713  77 

$7,619  77 


r,619  77 


CLINTON   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate  (gas), '     . 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas). 

Meters  (gas). 

Gas  coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand. 

Real  estate  (electric),  . 

Addition  to  electric  light  plant, 

Fuel  on  hand  (electric  light). 

Carbons  on  hand, . 

Other  electric  materials  on  hand 

Office  furniture,    . 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company. 
Liabilities. 


Capital  stock. 
Notes  payable. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 

Balance  of  electric  manufacturing  account, 

Other  items  of  income. 

Dividends  declared. 

Interest  paid, 

Construction  charged  ofi. 

Balance  June  30,  1890, 


$27,000  00 

9,000 

00 

538 

25 

674 

73 

7 

00 

125 

00 

100 

00 

610 

18 

14,000 

00 

16,255 

00 

313 

21 

77 

00 

700 

00 

200 

00 

4,649 

31 

$74,249  68 

$35,000  00 

30,500 

00 

35,500  00 
8,749  68 


$74,249  68 

UNT. 

De. 

Cr. 

$5,620  78 

5,556  51 

880  42 

203  55 

$1,750  00 

1,125  45 

636  13 

8,749  68 

fl2,261  26 

$12,261  26 
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COTTAGE  CITY  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Eeal  estate  (gas), ^ 

Machinery  and  manufacturing  appliances  (gas),  [  dti^oin  k" 

street  mains  (gas), 1 

Meters  (gas), j 

Due  for  gas, 70  60 

Gas  coal  on  hand, 125  00 

Enrichers  on  hand, 135  00 

Other  gas  materials  on  hand, 283  41 

Stoves  on  hand, 137  76 

Real  estate  (electric),  .        .        .        .         ^ 

Steam  plant  (electric),          ...         |  «i7/i  A? 

Electric  plant, i  ' 

Lines,  meters,  lamps  and  globes  (electric),  j 

Carbons  on  hand, 5  00 

Oil  and  waste  on  hand, 31  35 

Globes  on  hand, 6  50 

Electric  fixtures  on  hand, 136  70 

Sundry  accounts  due  the  company,      .....  41  62 

Office  furniture, 37  25 

Cash  on  hand, 248  07 

Total  assets,  as  per  books  of  the  company,  .         ,        .  $26,742  26 

Liabilities. 

Capital  stock, .  f  25,000  00 

Unpaid  bills, 1,118  05 

Total  liabilities,  as  per  books  of  the  company,     .        .  $26,118  05 

Profit  and  loss  balance, 624  21 

$26,742  26 
Profit  and  Loss  Accodnt. 

Dr.  Cr. 

Balance  of  gas  manufacturing  account,       .  $191  24 

Balance  of  electric  manufactui-ing  account,  $815  45 

Balance  June  30,  1890,  ....  624  21 

$815  45  $815  45 


DANVERS  GAS  LIGHT  COMPANY. 

Assets. 


Real  estate,         .        .        . 

Machinery  and  manufacturing  appliances,  ^       .        ,        .       $21,142  13 

Street  mains,      .... 
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Meters, |374  40 

Due  for  gas, 234  63 

Gas  coal  on  hand, .  1,147  56 

Coke  on  hand, 25  00 

Tar  on  hand,         . 25  00 

Stoves  on  hand, 44  80 

Gas  fixtures  on  hand, 214  66 

Cash  on  hand, 84  98 


Total. assets,  as  per  books  of  the  company,' .        .        .  $23,293  16 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, '  .  3,000  00 


Total  liabilities,  as  per  books  of  the  company,    . 

f23,000  00 

Profit  and  loss  balance,     ' 

293  16 

$23,293  16 

Profit  and  Loss  Account. 

Dk. 

Cb. 

Balance  June  30,  1889,         .        .        .        .             $800  79 

Balance  of  gas  manufacturing  account, 

$1,242  20 

Interest  paid, 148  25 

Balance  Jime  30,  1890,          ....               293  16 

fl,242  20 

fl,242  20 

DEDHAM  ELECTRIC   COjMPANY. 

Assets. 

Real  estate, $12,900  24 

Steam  plant, 14,173  31 

Electric  plant, 17,309  48 

Lines,  meters,  lamps  and  globes, 38,342  17 

Due  for  electric  light  and  power,         .....  688  96 

Fuel  on  hand, 190  00 

Carbons  on  hand, 57  00 

Oil  and  waste  on  hand, 51  40 

Incandescent  lamps  on  hand, 407  20 

Globes  on  hand, 45  00 

Sim  dry  accounts  due  the  company, 1,294  30 

Cash  on  hand,       . 636  04 


Total  assets,  as  per  books  of  the  company, .        .        .       $86,095  10 
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Liabilities. 

Capital  stock, $60,000  00 

Notes  payable,      .        .        . 10,686  53 

Unpaid  bills, 14,318  67 

Total  liabilities,  as  per  books  of  the  company,    .    .     .  $85,005  20 

Profit  and  loss  balance,        . 1,089  90 


5,095  10 


PROFIT  AND  LOSS  ACCOUNT. 


Balance  of  electric  manufactui^ing  account. 

Interest  paid, 

Balance  June  30,  1890,         .... 


Dr. 

Ck. 

11,279  82 

$189 

92 

1,089 

90 

,279  82         $1,279  82 


DEDHAM  AND  HYDE  PARK  GAS  AND   ELECTRIC   LIGHT 
COMPANY. 

Assets. 

Real  estate, $8,009  05 

Machinery  and  manufacturing  appliances,  ....  12,607  73 

Street  mains, 21,585  99 

Meters, 1,524  03 

Due  for  gas, 1,074  90 

Gas  coal  on  hand, 381  60 

Coke  on  hand, 39  78 

Tar  on  hand, 70  00 

Enrichers  on  hand, 5  00 

Stoves,  gas  engines  and  fixtures  on  hand,    ....  2,419  98 

Horses,  wagons,  etc., 332  10 

Office  furniture,    .........  159  88 

Cash  on  hand,       .        .        .        .        .        .        .        .         .  2,330  18 

Total  assets,  as  per  books  of  the  company, .         .        .  $50,640  12 

Profit  and  loss  balance, 58,369  80 

$108,909  92 
Liabilities. 

Capital  stock, $100,000  00 

Notes  payable, 8,500  00 

Unpaid  bills, 409  92 

Total  liabilities,  as  per  books  of  the  company,    .        .  $108,909  92 
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Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account. 

Rents,    .... 

Other  items  of  income, 

Interest  paid, 

DeiDreciation, 

Balance  June  30,  1890, 


[Jan. 


Dr. 

Ca. 

$60,641  30 

$3,528  03 

110  00 

21  95 

550  26 

828  22 

58,369  80 

$62,019  78 

$62,019  78 

DORCHESTER  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manufacturing  apiDliances, 

Street  mains, 

Meters, 

Due  for  gas. 

Gas  coal  on  hand. 

Coke  on  hand. 

Gas  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand, 

Lungren  lamps  on  hand, 

Sundry  accounts  due  the  company. 

Cash  on  hand. 

Notes  receivable,  . 


Total  assets,  as  per  books  of  the  company. 


,901  52 


9,321 

86 

15,159 

43 

3,324  63 

82 

50 

188 

45 

627 

35 

312 

80 

4,796 

03 

144 

63 

7,319 

03 

4,257 

17 

42,000 

00 

,435  40 


Liabilities. 


Capital  stock, 

Unpaid  bills, 

Deposits, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


$400,000  00 

23,495  58 

215  00 

2,465  15 


26,175  73 
161,259  67 


$587,435  40 
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Profit  and  Loss  Account. 


Dr. 

Cr. 

Balance  June  30,  1889, 

$147,663  02 

Balance  of  gas  manufacturing  account, 

35,592  76 

Interest  received,          .... 

1,686  07 

Rents, . 

108  77 

Other  items  of  income. 

474  21 

Dividends  declared,      .        .        ... 

$24,000  00 

Other  items, 

265  16 

Balance  June  30,  1890, 

161,259  67 

$185,524  83 

$185,524  83 

EAST  BOSTON   GAS   COMPANY. 


Assets. 

Real  estate, ^ 

Machinery  and  manufacturing  appliances,   j 
Street  mains,  .         . 

Meters, 

Due  for  gas, .... 
Gas  coal  on  hand. 
Purifying  materials  on  hand. 
Other  gas  matei'ials  on  hand. 
Stoves  on  hand,     . 
Lungren  lamps  on  hand, 
Sundry  accounts  due  the  company, 
Cash  on  hand,        .         .         . 
Investments, 


Total  assets,  as  per  books  of  the  company. 


Liabilities. 


Capital  stock, 

Unpaid  bills, 

Deposits,       .        . 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30, 1890, 

Balance  of  gas  manufacturing  account. 

Interest  received, 

Other  items  of  income, 
Dividends  declared,      .        .        . 
Balance  June  30,  1890, 


$225,617 

23 

5,908 

97 

8,620 

78 

206 

02 

274  97 

217 

56 

1,597 

74 

20 

87 

18,517 

45 

36,000  00 

,981  59 


$220,000  00 

2,390  89 

145  00 

$222,535  89 
74,445  70 

,981  59 


Dr. 

Cr. 

$60,188  25 

22,616  06 

2,547  50 

93  89 

$11,000  00 

74,445  70 

$85,445  70 

$85,445  70 
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EASTHAMPTON  GAS  COMPANY. 

Assets. 

Real  estate, 19,500  00 

Machinery  and  manufacturing  ai)pliances,          .        .        .  10,500  00 

Street  mains 8,000  00 

Meters, 500  00 

Due  for  gas, 818  76 

Gas  coal  on  hand, 139  05 

Tar  on  hand 22  50 

Enrichers  on  hand, 39  00 

Purifying  materials  on  hand, 30  00 

Other  gas.  materials  on  hand, 245  00 

Cash  on  hand, 563  55 

Notes  receivable, 5,000  00 

Total  assets,  as  per  books  of  the  company,          .        .  |35,357  86 

Liabilities. 

Capital  stock, $30,000  00 

Unpaid  bills, 692  09 

Total  liabilities,  as  per  books  of  the  company,     .        .  $30,692  09 

Profit  and  loss  balance, 4,665  77 


$35,357  86 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1889,          .... 

$4,310  45 

Balance  of  gas  manufacturing  account. 

2,648  78 

Interest  received, 

166  82 

Other  items  of  income,         .... 

50  00 

Dividends  declared, $2,400  00 

Other  items, 110 

28 

Balance  June  30,  1890,          ....            4,665 

77 

f7,176 

05 

$7,176  05 

EDISON   ELECTRIC    ILLUMINATING  COMPANY,   OF  BOSTON. 

Assets. 


Real  estate, 

Steam  plant,  .         .         .         . 

Electric  plant,  .... 
Lines,  meters,  lamps  and  globes. 
Patent  rights,  .... 
Due  for  electric  light  and  power, 
Materials  on  hand. 


1 


1,180,521  08 


29,638  48 
43,061  43 
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Sundry  accounts  due  the  company, $906  57 

Cash  on  hand, 9,680  91 

Notes  receivable, 136,031  93 

Total  assets,  as  per  books  of  the  company, .        .        .  $1,399,825  68 
Profit  and  loss  balance,         .      • 17,901  45 


Liabilities. 
Capital  stock. 
Bonds  issued. 
Notes  payable. 
Unpaid  bills. 
Reserved  fund, 
Amounts  due  from  the  company,  not  included  above 

Total  liabilities,  as  j)er  books  of  the  company, 
Profit  and  Loss  Account. 


Balance  June  30,  1889,  .        .        .        . 

Balance  of  electric  manufacturing  account. 

Dividends  declared. 

Interest  paid. 

Construction  charged  off, 

Carried  to  reserve  fund. 

Balance  June  80,  1890, 


$12,500  00 
12,111  62 
70,000  00 
12,000  00 


,611  62 


^,417,727  13 

51,160,000  00 
150,000  00 
35,000  00 
47,189  93 
12,000  00 
13,587  20 

^,417,727  13 


Ck. 

$5,913  83 
82,796  34 


17,901  45 


,611  62 


EDISON  ELECTRIC  ILLUMINATING  COMPANY, 
OF  BROCKTON. 


Assets. 


Real  estate,  .         .        . 

Steam  plant, 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes, 
Patent  rights,         .... 
Due  for  electric  light  and  power, 
Carbons  on  hand, 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Arc  system,  motor  lines,  etc.. 
Other  electric  materials  on  hand. 
Motors  on  hand,    .... 
Sundry  accounts  due  the  company, 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 


129,990  97 

26,409  59 

18,413  01 

43,379  18 

16,500  00 

5,521  95 

139  75 

55  27 

2,879  03 

45,321  54 

2,365  35 

372  16 

2,357  75 

1,091  02 

$194,796  57 
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Liabilities. 

Capital  stock, $85,000  00 

Bonds  issued, .        .        .  80,000  00 

Notes  payable, 12,600  00 

Interest  due  but  not  paid, 933  34 

Depreciation  fund, 13,703  07 

Total  liabilities,  as  per  books  of  the  company,     .         .  $192,136  41 

Profit  and  loss  balance, 2,660  16 


$194,796  57 

Profit  and  Loss  Account. 

Dr. 

Ck. 

Balance  of  electric  manufacturing  account. 

$15,577  29 

Dividends  declared, 

$3,550  00 

Interest  paid,        

6,630  00 

Dej^reciation  fund,        .        .        . 

1,960  40 

Other  items, 

776  73 

Balance  June  30,  1890,          .... 

2,660  16 

fl5,577  29 

fl5,577  29 

EDISON  ELECTRIC  ILLUMINATING  COMPANY, 
OF  FALL  RIVER. 


Assets. 


Real  estate. 
Steam  plant. 
Electric  plant,. 
Patent  I'ights,  .... 
Due  for  electric  light  and  power. 
Incandescent  lamps  on  hand. 
Other  electric  materials  on  hand. 
Motors  on  hand,  .... 
Sundry  accounts  due  the  comjiany, 
Office  furniture,  .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 


$75,017 

70 

27,000 

00 

800  00 

1,378 

95 

2,747 

50 

5,078 

06 

1,463 

69 

281 

00 

596 

48 

$114,364 

34 

Liabilities. 

Capital  stock, $81,600  00 

Notes  payable, 17,000  00 

Unpaid  bills 4,497  40 

Total  liabilities,  as  per  books  of  the  company,     .        .  $103,097  40 

Profit  and  loss  balance,         .        .        .        .        .        .        .  11,266  94 


$114,364  34 
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Profit  and  Loss  Account. 

Dk. 

Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 

Dividends  declared, $2,448  00 

Interest  paid, 800  00 

Balance  June  30,  1890, 11,266  94 
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Cr. 

$2,480  77 
12,034  17 


$14,514  94        $14,614  94 


EDISON   ELECTRIC   ILLUMINATING   COMPANY 
OF  LAWRENCE. 


Assets. 

Real  estate,  . 

Steam  plant. 

Electric  plant, 

Lines,  meters,  lamps  and  globes 

Patent  rights. 

Due  for  electric  light  and  power 

Fuel  on.  hand, 

Carbons  on  hand, . 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand 

Motors  on  hand,    . 

Steam  heating  plant,     . 

Municipal  lighting  plant. 

Chimney, 

Cash  on  hand, 

Merchandise  on  hand,  . 

Total  assets,  as  per  books  of  the  comj)any, 


,532  93 


1,144  06 

207 

24 

60  00 

125 

28 

94  00 

2,596 

29 

2,850  78 

17,742 

63 

2,391 

91 

804 

72 

988 

79 

$107,538 

63 

Liabilities. 

Capital  stock, $65,000  00 

Notes  payable, 39,200  00 

Total  liabilities,  as  per  books  of  the  company,    .        .  $104,200  00 

Profit  and  loss  balance, 3,338  63 


$107,538  63 
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ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY 
(AMESBURY). 


Assets. 

Land,  and  mill  building  thereon,         .        .        .        .        .  $28,000  00 

Mill  machinery, 13,900  00 

Storehouse, 3,000  00 

Mill  sprinklers, '    .  800  00 

Real  estate  (electric) 10,781  90 

Steam  plant 7,996  10 

Electric  plant,       .         .         .         .  )  „„„  „„ 

,  .              ,      \                -,■,-.        }      .        .        ,        .        .  22,086  88 
Lmes,  meters,  lamps  and  globes,  ^ 

Patent  rights, 4,000  00 

Due  for  power  and  electric  light, 2,954  88 

Fuel  on  hand, 275  00 

Motors  on  hand, 25  00 

Horses,  wagons,  etc.,    .         .        .        .        .         .        .        .  175  00 

Sundry  accounts  due  the  company, 443  49 

Cash  on  hand, 62  02 

Investments, 2,000  00 


Total  assets,  as  per  books  of  the  company, . 


5,500  27 


Liabilities. 

Capital  stock, $38,100  00 

Notes  payable, 53,415  00 

Unpaid  bills, 1,898  90 

Interest  due  but  not  paid, 690  00 

Total  liabilities,  as  per  books  of  the  company,    .        .  $94,103  90 

Profit  and  loss  balance, 2,396  37 


Profit  and  Loss  Account. 


$5,391  18 


),500  27 


Dr. 

Cr. 

Balance  June  30,  1889,          .... 

$12  72 

Balance  of  electric  manufacturing  account. 

5,378  46 

Interest  paid,        

$2,590  00 

Other  items, 

404  81 

Balance  June  30,  1890,          .... 

2,396  37 

f  5,391  18 
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FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Steam  plant,  .... 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 
Notes  receivable,  .... 


Total  assets,  as  per  books  of  the  company, 


$21,995  13 

21,843  82 

34,697  64 

26,927  34 

2,792  61 

3,994  10 

$112,250  64 


Liabilities. 

Capital  stock, $90,000  00 

Notes  payable, 18,500  00 

Unpaid  bills, .  1,036  51 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


,536  51 
2,714  13 


Pkofit  and  Loss  Account 


Balance  June  30,  1889,  .        .        .        .       . 

Balance  of  electric  manufacturing  account. 

Rents,      .... 

Dividends  declared. 

Interest  paid,  . 

Patent  rights. 

Balance  June  30,  1890,  . 


$112,250  64 

Dr. 

Cr. 

$7,287  95 

11,243  22 

228  03 

$7,200  00 

845  07 

8,000  00 

2,714  13 

$18,759  20 

$18,759  20 

FALL   RIVER  GAS   WORKS   COMPANY. 

Assets. 

Real  estate, $136,169  97 

Machinery  and  manufacturing  appliances,          .        ^        .  65,994  05 

Street  mains, 90,232  57 

Meters,          . 17,295  10 

Due  for  gas, 2,785  93 

Gas  coal  on  hand, 3,881  42 

Coke  on  hand, 40  00 

Tar  on  hand,          .         .         .         .         .         .         .         .         .  183  04 

Enrichers  on  hand, 419  99 

Purifying  materials  on  hand, 123  32 

Other  gas  materials  on  hand, 4,994  30 

Stoves  on  hand, 1,702  79 

Gas  fixtures  on  hand, 975  44 
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Small  improvements,   .        .         ,        .        .        .        .        .  $2,256  OQ 

Tool  wagons,        .         , .  ■            86  40 

Sundry  accounts  due  the  company, 507  34 

Office  furniture, 403  96 

Cash  on  hand,       . 1,331  01 

Notes  receivable, .  17,500  00 

Total  assets,  as  per  books  of  the  company,  .        .        .  $345,882  63 

Liabilities. 

Capital  stock, f  288,000  00 

Unpaid  bills, 7,375  46 

Deposits, 165  60 

Total  liabilities,  as  per  books  of  the  company,    .        .  |295,541  06 

Profit  and  loss  balance, 50,341  57 


Profit  and  Loss  Account. 

$345,882  63 

Dr. 

Ck. 

Balance  June  30,  1889,         .        .        .        . 

132,150  87 

Balance  of  gas  manufacturing  account. 

31,885  08 

Rents, 

770  00 

Other  items  of  income,         .... 

31  25 

Dividends  declared, $14,400 

00 

Other  items, 95 

63 

Balance  June  30,  1890,          ....          50,341 

57 

$64,837 

20 

164,837  20 

FITCHBURG  GAS  COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas). 

Meters  (gas). 

Due  for  gas, 

Gas  coal  on  hand. 

Real  estate  (electric),  . 

Steam  plant  (electric), 

Electi'ic  plant. 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power, 

Incandescent  lamps  on  hand. 

Globes  on  hand 

Other  electric  materials  on  hand. 

Cash  on  hand, 

Notes  receivable, 

Water  works, 


Total  assets,  as  per  books  of  the  company, 


$8,500  00 

17,659  87 

10,000  00 

5,000  00 

896  08 

600  00 

22,705  85 

10,000  00 

35,000  OO 

41,900  66 

100  40 

553  27 

52  19 

380  20 

4,141  05 

3,826  19 

8,184  24 

$169,500  00 
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Liabilities, 


Capital  stock, 
Notes  payable, 
Depreciation  fund. 


Total  liabilities,  as  per  books  of  tlie  company. 
Profit  and  Loss  Account. 


Balance  June  30, 1889, 

Balance  of  gas  manufacturing  account, 

Balance  of  electric  manufacturing  account 

Interest  received. 

Other  items  of  income. 

Dividends  declared,      . 

Electric  construction  charged  off, 

Gas  construction  charged  off. 

Depreciation,         .... 

Carried  to  depreciation  fund, 


$8,000  00 

20,401  25 

268  83 

277  35 

1,500  00 


1100,000  00 

68,000  00 

1,500  00 

fl69,500  00 


Ck. 

110,473  57 

10,377  63 

8,146  00 

581  85 

1,071  57 


^30,590  63       $30,590  63 


FRAMINGHAM  ELECTRIC   COMPANY. 


Assets. 

Real  estate, 

Steam  plant,  .... 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Patent  rights,         .... 
Due  for  electric  light  and  power. 
Fuel  on  hand,        .         .         . 
Carbons  on  hand, .... 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 
Other  electric  materials  on  hand. 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 

Liabilities. 

Capital  stock, 

Bonds  issued, 

Notes  payable, 

Unpaid  bills, 

Amounts  due  from  the  company,  not  included  above 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,        .        .        . 


$13,050  82 

26,150 

35 

40,811 

30 

51,441 

89 

20,000 

00 

1,230  00 

5 

75 

20 

00 

17 

00 

420 

00 

7 

00 

975 

00 

324 

21 

$154,453 

32 

$80,000 

00 

50,000 

00 

3,725 

00 

335 

00 

19,238 

84 

$153,296  84 
1,156  48 

$154,463  32 
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Profit  and  Loss  Account. 


Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 
Interest  paid,        .         .        .    '    . 
Balance  June  30,  1890,         .         . 


t,237  23 


[Jan. 


Db. 

Ce. 

1538  94 

3,698  29 

13,080  75 

1,156  48 

,237  23 


FRANKLIN  ELECTRIC  LIGHT   COMPANY  (TURNER'S    FALLS). 

Assets. 
Electric  plant,       .        .        .         .  > 
Lines,  meters,  lamps  and  globes,  \ 
Carbons  on  hand, .... 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 
Sundry  accounts  due  the  company. 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 


$10,801  60 

11 

00 

41 

00 

8 

00 

11 

25 

50  74 

),923  59 


Liabilities. 


Capital  stock, 
Notes  payable, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 

Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 

Dividends  declared, 

Balance  June  30,  1890,  .... 


$505  59 


,000  00 
618  00 


,618  00 
305  59. 


$10,923  59 


Dr. 

Cr. 

$78  49 

427  10 

$200  00 

305  69 

$505  69 


GARDNER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $9,372  13 

Steam  plant, 12,578  29 

Electric  plant,       . 20,406  22 

Lines,  meters,  lamps  and  globes, 18,593  29 

Due  for  electric  light  and  power,        .        .         .        .        .  569  61 

Fuel  on  hand, 175  22 

Carbons  on  hand,           ...         .         .         .    '     .         .         .  86  00 


1891.] 


PUBLIC  DOCUMENT  — No.  35. 


147 


Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 
Other  electric  materials  on  hand, 
Electric  fixtures  on  hand, 
Horses,  Avagons,  etc.,    . 
Sundry  accounts  due  the  comjjany, 
Office  furniture,    .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Liabilities. 


Capital  stock, 
Notes  payable, 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company, 

Profit  and  Loss  Account. 

Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing-  account, 
Other  items  of  income,        .... 

Interest  paid,         

Balance  June  30,  1890,  .... 


$36  50 

215  00 

15  00 

2,052  28 

56  00 

155  00 

1,085  88 

78  85 

1,218  16 


$66,691  43 
2,695  27 

$69,386  70 

$28,700  00 

37,500  00 

3,186  70 

),386  70 


Dk. 

Cr. 

fl,026  53 

$37  60 

95  16 

1,801  50 

2,695  27 

$2,828  03         $2,828  03 


GARDNER   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, 

Machinery  and.  manufacturing  appliances, . 

Sti'eet  mains, 

Meters, 

Due  for  gas, 

Enrichers  on  hand, 

Stoves  on  hand, 

Gas  fixtures  on  hand, 

Horses,  wagons,  etc., 

Sundi-y  accounts  due  the  company,      .... 

Office  furniture, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company,  . 


$8,800 

00 

7,750 

00 

33,672 

89 

1,250 

00 

371 

54 

860  00 

75  00 

450  00 

475 

00 

270 

00 

100  00 

125 

50 

)3,699  93 
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Liabilities, 

Capital  stock, $30,000  00 

Bonds  issued, 12,500  00 

Notes  payable, 800  00 

Unpaid  bills, 345  20 

Amounts  due  from  the  company,  not  included  above,        .  7,000  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $50,645  20 

Profit  and  loss  balance, 3,054  73 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 

Other  items  of  income. 

Interest  paid, 

Balance  June  30,  1890, 


$53,699  93 

Dr. 

Cr. 

$3,300  19 

53  94 

450  60 

$750  00 

3,054  73 

5,804  73 


^3,804  73 


GLOUCESTER  ELECTRIC   COMPANY. 


Assets. 

Real  estate, 

Steam  plant, 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 
Carbons  on  hand, .... 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,    .... 
Other  electric  materials  on  hand. 
Horses,  wagons,  etc.,    . 
Sundry  accounts  due  the  company. 
Unexpired  insurance,   . 
Cash  on  hand,       .... 
Notes  receivable, .... 


Total  assets,  as  per  books  of  the  company. 

Liabilities. 
Capital  stock,        ...... 

Notes  payable, 

Unpaid  bills, 

House  construction, 


$4,650 

00 

5,594 

75 

12,151 

24 

11,276 

34 

1,004  76 

90 

00 

37 

69 

287 

57 

7 

60 

9 

18 

92  45 

557 

11 

60  00 

105 

99 

450  00 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$36,375  28 

?20,000  00 

4,116  40 

■  7,541  08 

74  38 

p31,731  86 
4,643  42 


$36,375  28 
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Profit  and  Loss  Account. 

Balance  June  30,  1889, 

Balance  of  electi*ic  manufacturing  account. 

Rents,    ........ 

Interest  paid,         

Balance  June  30,  1890,  .        .        . 

$4,747  37 
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Dk. 

Cr. 

$2,634  33 

1,836  02 

277  02 

$103  95 

4,643  42 

1,747  37 


GLOUCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $37,500  00 

Machineiy  and  manufacturing  appliances, ...        .        .  13,000  00 

Street  mains, 33,680  01 

Meters, 2,500  00 

Due  for  gas, 3,683  14 

Gas  coal  on  hand, *     .        .  805  50 

Tar  on  hand, 50  00 

Purifying  materials  on  hand, 125  00 

Other  gas  materials  on  hand, 515  00 

Stoves  on  hand, 100  00 

Gas  fixtures  on  hand, 400  00 

Sundry  accounts  due  the  company, 2,686  51 

Office  furniture, 150  00 

Cash  on  hand, 1,012  59 

Notes  receivable, 600  00 

Total  assets,  as  per  books  of  the  company,  .        .        .  $96,807  75 

Liabilities. 

Capital  stock, .        .  $62,300  00 

Unpaid  bills,          . 4,395  52 

Total  liabilities,  as  per  books  of  the  company,     .        .  $66,695  52 

Profit  and  loss  balance, 30,112  23 


Prfoit  and  Loss  Account, 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account. 

Interest  received, 

Rents,    .... 

Other  items  of  income. 

Dividends  declared, 

Balance  June  30,  1890, 


5,807  75 


Dr. 

Cr. 

$31,063  55 

2,918  75 

509  75 

2,378  60 

717  58 

$7,476  00 

30,112  23 

$37,588  23 

$37,588  23 
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GREAT  BARRINGTON  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Steam  plant, $5,530  28 

Electric  plant,       .        .        .        .  ^ 

Lines,  meters,  lamps  and  globes,  > 19,341  67 

Patent  rights,         .         .         .         .) 

Due  for  electric  light  and  power, 513  08 

Fuel  on  hand, 97  65 

Carbons  on  hand, 8  00 

Incandescent  lamps  on  hand, 303  68 

Globes  on  hand, 7  20 

Other  electric  materials  on  hand, 944  21 

Sundry  accounts  due  the  company, 102  91 

Cash  on  hand, 841  20 

Total  assets,  as  per  books  of  the  company,  .        .        .  $27,689  88 

Liabilities. 

Capital  stock $22,300  00 

Notes  payable, 8,300  00 

Unpaid  bills, _       1,766  98 

Interest  due  but  not  paid, 60  92 

Total  liabilities,  as  per  books  of  the  company,     .         .  $27,427  90 

Profit  and  loss  balance, 26 1  98 

$27,689  88 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1889,          ....  $265  55 

Balance  of  electric  manufacturing  account,  693  74 

Dividends  declared, $480  00 

Interest  paid, 213  01 

Depreciation, 4  30 

Balance  June  30,  1890, -      261.98 

$959  29  f959  29 


GREAT   BARRINGTON   GAS    LIGHT   COMPANY. 

Assets. 


Street  mains,  ? 

Meters,  .         S       ' 

Due  for  gas, 

Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,         .... 


$1,000 
231 

00 
70 

$1,231  70 
4,567  27 

f5,798  97 
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Liabilities. 

Capital  slock, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company,     . 
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15,000  00 
798  97 

$5,798  97 


GREENFIELD   ELECTRIC   LIGHT  AND   POWER  COMPANY. 


Assets. 

Real  estate, 

Steam  plant,  .... 

Electric  plant,       .... 
Due  for  electric  light  and  powerj^ 
Fuel  on  hand,        .... 
Carbons  on  hand, .... 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Other  electric  materials  on  hand. 
Sundry  accounts  due  the  company. 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 


f4,000 

00 

10,030 

07 

23,065 

04 

394 

75 

525 

25 

54 

00 

76 

80 

358 

40 

922 

60 

710 

99 

230 

01 

140,366 

91 

Liabilities. 

Capital  stock, $30,000  00 

Notes  payable,      .      ..^      .        .        .        .        .        .        .  8,000  00 

Unpaid  bills,         .        .* 2,247  47 

Total  liabilities,  as  per  books  of  the  company,     .         .  $40,247  49 

Profit  and  loss  balance, 119  42 


Profit  and  Loss  Account 

f40,366  91 

Dk. 

Ck. 

Balance  June  30,  1889,          .... 

$576  45 

Balance  of  electric  manufacturing  account. 

503  63 

Dividends  declared, 

$450  00 

Interest  paid, 

510  66 

Balance  June  30,  1890,          .... 

119  42 

$1,080  08         $1,080  08 
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GREENFIELD   GAS   LIGHT   COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 
Street  mains, 
Meters, . 
Due  for  gas, . 
Hras  coal  on  hand, 
Coke  on  hand, 
Tar  on  hand, 
Enrichers  on  hand. 
Purifying  materials  on  hand. 
Other  gas  materials  on  hand, 
Gas  fixtm'es  on  hand,   . 
Sundry  accounts  due  the  company, 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,        .... 


Liabilities. 

Capital  stock,        . 

Notes  payable, 

Amounts  due  from  the  company,  not  included  above, 


$44,569 

11 

4,232 

29 

1,446 

21 

801 

05 

222 

50 

6 

00 

80 

00 

5 

00 

61 

60 

60  00 

136 

38 

59 

15 

412 

32 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 

Dividends  declared,       .... 

Interest  paid,         

Depreciation,         ..... 
Balance  June  30,  1890, 


r>R. 
fl,574  22 

1,080  00 

115  94 

94  44 


,864  60 


$52,031  61 
1,031  70 

$53,063  31 

$50,000  00" 
2,000  00 
1,063  31 

$53,063  31 


Cr. 

$1,832  90 

1,031  70 
$2,864  60 


HAVERHILL  ELECTRIC   COMPANY. 


Real  estate,    .... 
Steam  plant,  .... 
Electric  jjlant. 
Lines,  meters,  lam^js  and  globes,  j 
Due  for  electric  light  and  power. 
Sundry  accounts  due  the  company. 
Cash  on  hand,        .... 


Assets. 

■] 


Total  assets,  as  per  books  of  the  company. 


$111,090  63 

4,574  03 

460  38 

1,496  10 

[17,621  14 
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Liabilities. 

Capital  stock $85,000  00 

Notes  payable, 19,000  00 

Unpaid  bills 3,708  10 

Total  liabilities,  as  per  books  of  the  company,    .        .  |107,708  10 

Profit  and  loss  balance, 9,913  04 

$117,621  14 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1889,         ....            «  $2,953  80 

Balance  of  electric  manufacturing  account,  11,192  57 

Rents, 16  67 

Dividends  declared,      .        .        .        .        .  .|4,250  00 

Balance  June  30,  1890,  ....  9,913  04 

■      $14,163  04  $14,163  03 


HAVERHILL   GAS   LIGHT  COMPANY. 


J 


Assets. 

Real  estate,  .        .        .        .        . 

Machinery  and  manufacturing  appliances 

Street  mains, 

Meters, 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  material  on  hand, 

Lungren  lamps  on  hand, 

Sundry  accounts  due  the  company, 

Cash  on  hand,        .... 

Investments,  .... 


Total  assets,  as  per  books  of  the  company. 


,705  27 


22,843  07 

4,836 

16 

6,939 

38 

2,141 

32 

270 

00 

1,100  00 

420 

00 

360 

00 

2,778 

17 

2,032 

68 

3,446 

41 

18,400 

00 

1186,272 

46 

Liabilities. 

Capital  stock, $75,060  00 

Notes  payable, 42,500  00 

Total  liabilities  as  per  books  of  the  company,     .        .  $117,500  00 

Profit  and  loss  balance, 68,772  46 


1186,272  46 
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Profit  and  Loss  Account. 


Balance  June  30,  1889,     .... 

Balance  of  gas  manufacturing  account. 
Rents,    .        .         .        .        .         . 

Dividends  declai'ed,       .... 

Interest  i^aid, 

Balance  June  30,  1890, 


De. 

Ck. 

$51,333  29 

25,630  52 

640  50 

f7,500  00 

1,231  85 

68,772  46 

$77,504  31       $77,504  31 


HUDSON  ELECTRIC  LIGHT  COMPANY. 


Assets. 
Steam  plant,  .... 

Electric  plant,  .  .  .  . 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power. 
Cash  on  hand,  .... 
Stock  in  treasury. 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock. 
Notes  payable. 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  comj)any, 
Profit  and  loss  balance, 


$1,365  77 

6,772  63 

8,205  47 

160  00 

500  77 

5,875  00 

$22,879  64 

$15,000  00 

7,000  00 

434  48 

$22,434  48 
445  16 


$22,879  64 

Profit  and  Loss  Account. 

Dr 

Ce. 

Balance  June  30,  1889, 

$240  09 

Balance  of  electric  manufacturing  account. 

966  74 

Oil  street  lamps, 

550  00 

Dividends  declared, $486  00 

Construction  charged  off,      ....               275 

77 

• 

Oil  street  lamps, 550 

00 

Balance  June  30,  1890, .                 ...              445 

06 

L,756  83 


,756  83 
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HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Steam  plant, ... 
Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power. 
Fuel  on  hand,       .... 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 
Sundry  accounts  due  the  company. 
Cash  on  hand,       .... 
Notes  receivable,  .... 
Unexjoired  insurance,   . 


Total  assets,  as  per  books  of  the  companj^. 


113,672 

06 

30,676 

73 

45,195 

68 

30,308 

80 

2,318 

40 

416 

00 

132 

00 

56 

10 

88 

50 

7 

00 

492 

32 

592 

32 

161 

52 

800 

00 

$124,282 

43 

Liabilities. 

Capital  stock, $50,000  00 

Bonds  issued, 20,000  00 

Notes  payable,      . 1,000  00 

Unpaid  bills, 49,761  87 

Total  liabilities,  as  per  books  of  the  company,     .        .  $120,751  87 

Profit  and  loss  balance, 3,480  56 


Profit  and  Loss  Account 


Balance  June  30,  1889,         .... 
Balance  of  electric  manufacturing  account, 

Interest  paid,        .    ■     

Balance  June  30,  1890,  .... 


$124,282  43 

UNT. 

Dr. 

Cr. 

$2,714  29 

1,272  27 

$506  00 

8,480  56 

$3,986  56         f3,986  56 


IPSWICH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate,   .        .        .        .' |3,700  00 

Machinery  and  manufacturing  appliances, ....  2,000  00 

Street  mains, 5,100  00 

Meters, 1,800  00 


1 
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Due  for  gas, $37  50 

Gas  coal  on  hand, 65  00 

Enrichers  on  hand, 55  00 

Total  assets,  as  per  books  of  the  company, .         .        .  $12,757  50 

Profit  and  loss  balance, 15,445  09 

$28,202  59 
Liabilities. 

Capital  stock, $16,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 1,083  00 

Unpaid  bills, .        .        .        .  2,857  59 

Interest  due  but  not  paid, 262  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $28,202  59 


JAMAICA  PLAIN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, "^ 

Machinery  and  manufacturing  appliances,  ■ 

Street  mains, j 

Meters, j 

Due  for  gas, 8,594  83 

Gas  coal  on  hand, 691  48 

Coke  on  hand, 600  00 

Tar  on  hand, 300  00 

Enrichers  on  hand, ,        .  373  95 

Other  gas  materials  on  hand, 3,429  81 

Horses,  wagons,  etc., 200  00 

Sundry  accounts  due  the  company, 2,091  44 

Office  furniture, 750  00 

Cash  on  hand, 1,983  35 

Total  assets,  as  per  books  of  the  company,  .        .        .  $284,434  61 

Liabilities. 

Capital  stock, ■        .  $200,000  00 

Notes  payable, 32,50000 

Unpaid  bills, 171  63 

Deposits, •       .        .        .  255  00 

Total  liabilities,  as  per  books  of  the  company,    .        .  $232,926  63 

Profit  and  loss  balance, 61,507  98 


$284,434  61 


1891.]  PUBLIC  DOCUMENT  — No.  35. 

Profit  and  Loss  Account. 


157 


•Dk. 

Cr. 

Balance  June  30,  1889, 

f51,690  04 

Balance  of  gas  manufacturing  account. 

21,613  10 

Eents, 

110  70 

Other  items  of  income, 

1,947  72 

Dividends  declared,      .... 

122,000  00 

Intei-est  paid, 

1,503  93 

Other  items,           .        .        .        . 

349  65 

Balance  June  30,  1890, 

51,507  98 

$75,361  56 

$75,361  56 

LAWRENCE  GAS  COMPANY. 

Assets. 

Real  estate  (gas) , "^ 

Machinery  and  manufactm'ing  appliances  (gas),  • 

Street  mains  (gas), 

Meters  (gas). 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand. 

Stoves  on  hand,     . 

Gas  fixtures  on  hand,    , 

Aqua  ammonia,     . 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power 

Fuel  on  hand  (electric  light) , 

Carbons  on  hand, . 

Oil  and  waste  on  hand. 

Globes  on  hand,    . 

Other  electric  materials  on  hand, 

Sundry  accounts  due  the  company. 

Gas  fixture  rental, 

Cash  on  hand,        .... 

Suspense  account. 

Total  assets,  as  per  books  of  the  company, . 


$400,000 

00 

3,934  05 

8,675 

61 

570 

00 

1,416 

30 

1,593 

16 

1,356 

61 

9,106 

34 

367 

92 

7,474  65 

3,724  49 

13,139 

84 

21,084 

20 

20,984 

11 

1,197 

57 

1,724  55 

84  00 

66 

50 

49 

00 

75 

00 

174  65 

60 

00 

15,536 

08 

70,715 

45 

$583,099  08 
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Liabilities. 

Capital  stock,        .       • f  600,000  00 

Notes  payable, 20,000  00 

Deposits, 24  00 


Total  liabilities,  as  per  books  of  tlie  company. 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 


Balance  June  30,  1889,    .... 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufacturing  account. 

Premium  on  new  stock  sold. 

Bents, 

Other  items  of  income. 

Dividends  declared. 

Interest  paid,  . 

Balance  June  30,  1890, 


$520,024  00 

63,075  08 

$583,099  08 

Ck. 

$35,525  29 

31,806  32 

4,019  45 

30,112  50 

1,236  61 

375  99 


$39,000  00 

1,001  08 

63,075  08 

$103,076  16      fl03,076  16 


LEE  ELECTRIC  COjNIPANY. 


Assets. 


Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas), 

Due  for  gas, 

Enrichers  on  hand,        .         .   ^ 


Other  gas  materials  on  hand,  j 


J 


Stoves  on  hand,     . 

Gas  fixtures  on  hand,    . 

Real  estate  (electric),  .... 

Steam  plant  (electric)  and  water  power. 

Electric  plant, 

Lines,  meters,  lan>ps  and  globes  (electric). 

Supply  account, 

Due  for  electric  light  and  power. 
Fuel  on  hand  (electric  light),       .) 
Oil  and  waste  on  hand,          .         .  1 
Incandescent  lamps  on  hand,        .  ■       ' 
Other  electric  materials  on  hand,  J 
Cash  on  hand, 


$1,500  00 

2,000  00 

4,000  00 

685  85 

72  81 

108  17 

4,485  27 
2,952  62 
4,899  60 
12,777  96 
2,874  11 
474  21 

150  00 

474  25 


Total  assets,  as  per  books  of  the  com^Dany, 


$37,454  85 
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Liabilities, 

Capital  stock, .  $20,000  00 

Bonds  issued, 15,000  00 

Unpaid  bills, 1,982  42 

Total  liabilities,  as  per  books  of  the  company,     .        .  $36,982  42 

Profit  and  loss  balance, 472  43 


Profit  and  Loss  Account. 

Ce. 

Balance  of  gas  manufacturing  account,       .  $19  39 

Balance  of  electric  manufacturing  account, 

Balance  June  30,  1890,         ....  472  43 


$491  82 


r,454  85 


$491  82 


f491  82 


LEICESTER  ELECTRIC  COMPANY. 


Assets 
Real  estate,  i 

Steam  plant,  >        '         *         ' 
Electric  x^lant. 

Lines,  meters,  lamps  and  globes 
Water  wheel,         ... 
Due  for  electric  light  and  power 
Fuel  on  hand. 
Oil  and  waste  on  hand. 
Other  electric  materials  on  hand 
Sundry  accounts  due  the  company. 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,        .... 


Liabilities. 

Capital  stock, 

Notes  payable,      .        .        .        .        . 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 


$4,500  00 


15,650  54 


1,516 

82 

311 

88 

21 

00 

6 

15 

107 

50 

550 

15 

77 

52 

$22,741 

56 

5,923 

99 

^28,665  55 

f4,000  00 

21,209  45 

3,456  10 

f26,66o  55 
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Profit  and  Loss  Account. 

Balance  June  30,  1889,  .... 

Balance  of  electx'ic  manufacturing  account, 

Intei'est  paid, 

Construction  charged  off,      .... 

Other  items, 

Balance  June  30,  1890,  .... 

$5,923  99         $5,923  99 


Db. 

Cb. 

$884  28 

546  70 

540  35 

3,912  63 

40  03 

$5,923  99 

LEOMINSTER  ELECTRIC  LIGHT  AND  PQWER  COMPANY. 

Assets. 

Real  estate, $10,283  71 

Steam  plant, 8,132  38 

Electric  plant 26,587  41 

Lines,  meters,  lamps  and  globes, 22,567  22 

Patent  rights, 10,000  00 

Due  for  electric  light  and  power, 1,045  50 

Carbons  on  hand, 60  00 

Oil  and  waste  on  hand, 15  00 

Wagons,  etc., 59  50 

Sundry  accounts  due  the  company, 89  60 

Office  furniture, 33  15 

Cash  on  hand ■      .        .  333  16 

Unexpired  insurance, 150  00 

Total  assets,  as  per  books  of  the  company,  .        .        .  $79,356  63 

Profit  and  loss  balance, 436  92 

$79,793  55 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 15,000  00 

Unpaid  bills, 14,793  55 

Total  liabilities,  as  per  books  of  the  company,     .        .  $79,793  55 
Profit  and  Loss  Account. 


Dk. 

Ce. 

Balance  of  electric  manufacturing  account, 

$429  90 

Otlier  items,  . 

100  00 

Interest  paid,         

$766  82 

Balance  June  30,  1890,         .... 

436  92 

$866  82  $866  82 
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LEOMINSTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ^ 

Machinery  and  manufacturing  appliances,  •    /    •        •        •  $48,054  47 

Street  mains, J 

Meters, 1'945  53 

Due  for  gas,.        . 900  90 

Gas  coal  on  hand, 45  46 

Enrichers  on  hand, 294  77 

Sundry  accounts  due  the  company, 41  70 

Cash  on  hand,       . 746  56 

Total  assets,  as  per  books  of  the  company,  .        .        .       $52,029  39 

Liabilities. 
Capital  stock, f50,000  00 

Total  liabilities,  as  per  books  of  the  company,     .        .       $50,000  00 
Profit  and  loss  balance, 2,029  39 

$52,029  39 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1889,         ....  $1,209  95 

Balance  of  gas  manufacturing  account,       .  1,362  94 

Rents 78  00 

Construction  charged  off,     .        .        .        .  |616  75 

Other  items, 4  75 

Balance  June  30,  1890,  ....  2,029  39 

$2,650  89         $2,650  89 


LEXINGTON  GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, .        .        .  • 

Gas  coal  on  hand, 

Enrichers  on  hand, 

Cash  on  hand, 

Notes  receivable, 

Total  assets,  as  per  books  of  the  company,  . 


$1,514  95 

21,523 

73 

6,644 

91 

587 

36 

673 

08 

13 

50 

52 

00 

209 

67 

546 

00 

$31,765 

10 
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Liabilities. 

Capital  stock,        .        .        .        .  , f  20,000  00 

Notes  payable,      .        . 126  13 

Unpaid  bills, 309  87 

Total  liabilities,  as  per  books  of  the  company,     .        .  f  20,436  00 

Profit  and  loss  balance, 11,329  10 


$31,765  10 

Profit  and  Loss  Account. 

De. 

Cr. 

Balance  June  30,  1889, 

$9,830  37 

Balance  of  gas  manufacturing  account, 

1,556  13 

Interest  received 

10  10 

Rents, 

10  00 

Interest  paid, 

$77 

50 

Balance  June  30,  1890, 

11,329 

10 

fll,406 

60 

$11,406  60 

LOWELL  ELECTRIC  LIGHT  CORPORATION. 

Assets. 

Real  estate, $42,798  61 

Steam  plant, 34,369  17 

Electric  plant, 217,424  30 

Lines,  meters,  lamps  and  globes, 37,450  68 

Due  for  electric  light  and  power,         .        .        .        .        .  8,196  26 

Fuel  on  hand, 73  50 

Carbons  on  hand, 315  50 

Oil  and  waste  on  hand, 12  00 

Incandescent  lamps  on  hand, 100  00 

Globes  on  hand, ,        .        .        .        .  30  00 

Cash  on  hand, 3,848  13 


Total  assets,  as  per  books  of  the  company,  . 


$344,618  15 


Liabilities. 

Capital  stock,        . $195,700  00 

Notes  payable, 96,000  00 

Unpaid  bills, 17,571  17 

Total  liabilities,  as  per  books  of  the  company,     .        .  $309,271  17 

Profit  and  loss  balance, 35,346  98 


$344,618  15 
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Profit  and  Loss  Account. 


DK. 

Ck. 

Balance  June  30,  1889, 

$28,736  73 

Balance  of  electric  manufacturing  account, 

20,384  32 

Interest  received,          .        .        .        . 

1  00 

Other  items  of  income, 

299  99 

Dividends  declared,      .        .        . 

$9,687  00 

Interest  paid,         .        .        .        .        . 

4,388  06 

Balance  June  30,  1890,   ■       .        .        . 

35,346  98 

$49,422  04 

$49,422  04 

LOWELL   GAS   LIGHT   COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters,  .... 

Due  for  gas, . 

Gas  coal  on  hand, 

Coke  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand. 

Stoves,  engines  and  fixtures  on  hand. 

Cash  on  hand,        .... 

Investments,  .... 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock, 


f432,728  42 

2,270  59 

6,710  12 

146  00 

70  83 

90  00 

12,656  98 

19,128  78 

75,000  00 

$548,801  72 

$500,000  00 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$500,000  00 
48,801  72 


$548,801  72 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1889,          .... 

$26,879  13 

Balance  of  gas  manufacturing  account, 

86,573  91 

Rents, 

4,441  72 

Other  items  of  income. 

3,598  28 

Dividends  declared,      .        . 

$60,000 

00 

Interest  paid,         

968 

25 

Construction  chai'ged  off, 

11,723 

07 

Balance  June  30,  1890, 

48,801 

72 

$121,493 

04 

$121,393  04 
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LYNN  GAS  AND  ELECTRIC  COMPANY. 


Assets. 


Real  estate  (gas),  .        .        . 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Due  for  gas, 

Coke  on  hand,        .        .        .        . 

Stoves  on  hand,     .... 

Real  estate  (electric). 

Steam  plant  (electric), 

Electric  plant,       .... 

Lines,  meters,  lamps  and  globes  (electric) 

Patent  rights,        .... 

Due  for  electric  light  and  power. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  band, 

Globes  on  hand,    .... 

Sundry  accounts  due  the  company, 

Cash  on  hand,        .... 

Total  assets,  as  per  books  of  the  company, 


1180,000 

00 

120,000 

00 

16,301  25 

80 

00 

19 

71 

24,122 

79 

35,673 

38 

38,165  73 

68,738 

58 

15,000  00 

8,247 

03 

76 

00 

351 

50 

36 

00 

1,116 

00 

1,441 

96 

$509,268 

93 

Liabilities. 

Capital  stock, f  375,000  GO 

Notes  payable, 67,500  00 

Unpaid  bills, 6,542  48 

Deposits, 64  27 

Reserved  fund, .        .  1,000  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $460,096  76 

Profit  and  loss  balance, 59,172  18 


Profit  and  Loss  Account 


Balance  June  30, 1889, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufacturing  account. 

Rents, 

Dividends  declared,      .... 

Interest  paid,        

Property,  purchased  of  Citizens'  Steam  and 

Gas  Light  Companj^, 
Depreciation,  gas  lamps  and  stoves,    . 
Depreciation,  electric  light  plant, 
Balance  June  30,  1890,  ... 


UNT 

$509,268  93 

Dk. 

Cr. 

$57,898  75 

38,434  69 

31,600  82 

1,765  00 

126,260  00 

2,463  93 

32,096  86 

216  29 

9,600  00 

69,172  18 

$129,699  26 

$129,699  26 

1891.] 


PUBLIC   DOCUMENT  — No.  35. 


165 


MALDEN  ELECTRIC   COMPANY. 


Assets. 


Real  estate, 

Steam  plant,  .         .       ) 

Electric  plant,  and  lamps,  > 
Lines,  meters  and  globes,     . 
Patent  i-ights,         .... 
Due  for  electric  light  and  power. 
Fuel  on  hand,        .        .        ,         "] 
Carbons  on  hand,  .         .         . 
Oil  and  waste  on  hand, . 
Incandescent  lamps  on  hand,  ' 

Globes  on  hand,    ...  ' 

Other  electric  materials  on  hand. 
Motors  on  hand,     . 
Electric  fixtures  on  hand. 
Horses,  wagons,  etc.,     . 
Sundry  accomits  due  the  company. 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company. 


$10,500  00 
99,450  00 

72,659  56 

55,000  00 

5,998  29 


538  09 


640  00 
7,383  61 
1,974  92 

$254,144  47 


Liabilities. 


Capital  stock, 
Bonds  issued, 
Notes  payable. 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$100,000  00 

100,000  00 

37,609  56 

5,020  92 

$242,630  48 
11,513  99 


,144  47 


Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  electric  manufacturing  account. 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1890,         .         ,        .        . 


Dk. 

Cb. 

$6,088  57 

19,425  42 

$8,000  00 

6,000  00 

11,513  99 

$25,513  99 

$25,513  99 
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MALDEN  AND   MELROSE   GAS   LIGHT   COMPANY. 


Assets, 

Real  estate, 

Machinery  and  manufacturing  ajDpliances, 
Street  mains,         .... 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Oil  barrels  on  hand. 

Tar  on  hand,         .... 

New  holder, 

Purifying  materials  on  hand. 
Pipe  extensions,    .... 
Gas  fixtures  on  hand,   . 
Sundry  accounts  due  the  company, 
Cash  on  hand,       .... 
Notes  receivable,  .... 


$239,629  00 


Total  assets^  as  per  books  of  the  company,  . 


328  80 

12,455 

19 

2,202 

99 

19 

00 

27 

00 

842 

00 

14  00 

2,045 

84 

'    3,086 

25 

2,001 

41 

14,988 

78 

8,000 

00 

$285,540  26 

Liabilities. 

Capital  stock, 

Unpaid  bills, 

Unpaid  dividends,         .... 
Contingent  fund,  .        ,        .^      .        . 


20,000  00 
260  00 
967  50 

12,625  00 


Total  liabilities,  as  per 

books  of  the  company,    . 

, 

f233,852  50 

Profit  and  loss  balance, 

51,687  76 

$285,540  26 

Profit  and  Loss  Account. 

Db. 

Cr. 

Balance  June  30,  1889,          .... 

$49,319  63 

Balance  of  gas  manufacturing  account. 

30,560  52 

Interest  received, 

24j6  92 

Rents,    .... 

125  00 

Other  items  of  income, 

415  27 

Dividends  declared. 

$19,800  00 

Interest  paid, 

67 

Construction  charged  off. 

3,645 

41 

Depreciation, 

4,913 

50 

Other  items,  . 

620 

00 

Balance  June  30, 1890, . 

• 

51,687 

76 

,667  31        $80,667  31 
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MANUFACTURERS'  GAS  LIGHT  COMPANY  (FALL  RIVER). 

Assets. 

Real  estate,    . ' 

Maehinery  and  manufacturing  appliances, 

Street  mains, 

Meters, . 

Due  for  gas,  . 

Gas  coal  on  hand, 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand 

Lamps  on  hand. 

Gash  on  hand, 

Total  assets,  as  per  books  of  the  company, 

Liabilities. 

Capital  stock, .        .       $50,000  00 


$49,804 

99 

1,018 

68 

180 

00 

49 

00 

12 

00 

820 

00 

80  00 

1,268 

22 

$52,732  89 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance  (if  surplus),    . 

Profit  and  Loss  Account. 


Balance  June  30, 1889, .... 
Balance  of  gas  manufacturing  account. 

Rents, 

Dividends  declared,  .... 
Interest  paid,  ..... 
Balance  June  30,  1890, 


$50,000  00 
2,732  89 

$52,732  89 


Dr. 

Ck. 

$2,866  11 

4,856  69 

70  00 

$5,000  00 

59  91 

2,732  89 

^792  80 


r,792  80 


MARBLEHEAD   GAS  AND  ELECTRIC   LIGHT   COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 
Street  mains,  _       .         . 

Meters, 

Due  for  gas, .... 

Gas  coal  on  hand, 

Tar  on  hand. 

Other  gas  materials  on  hand, 

Stoves  on  hand,     . 

Sundry  accounts  due  the  company, 

Office  furniture,    .        .        ... 


$5,491  09 
24,796  68 

1,607  25 
773  54 

1,009  65 
24  00 
176  94 
103  76 
120  01 
200  00 
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Cash  on  hand, . 

t 

$159  14 

Investments, 

• 

100  00 

Total  assets,  as  per  books  of  the  company,  . 

134,561  06 

Profit  and  loss  balance,         ...... 

■ 

8,698  97 

$43,260  03 

Capital  stock, 

. 

$40,000  00 

. 

3,000  00 

Unpaid  bills, 

, 

260  03 

Total  liabilities,  as  per  books  of  the  company,     . 

$43,260  03 

Profit  and  Loss  Account. 

Dr. 

Cb. 

Balance  June  30,  1889,          .        .                 .        $10,138 

26 

Balance  of  gas  manufacturing  account. 

$1,368  70 

Interest  received, 

6  00 

Rents, 

196  85 

Other  items  of  income,         .... 

60  65 

91 

Balance  June  30, 1890,          .        .        . 

8,698  97 

17 

$10,331  17 

MARLBOROUGH  ELECTRIC  COMPANY. 


Assets, 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 

Fuel  on  hand, 

Carbons  on  hand, 

Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,     ..... 
Sundry  accounts  due  the  company, 
Cash  on  hand, 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock, 
Bonds  issued, 
Notes  payable, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$3,682 

13 

10,057 

40 

27,193  89 

17,725 

52 

597 

30 

26 

00 

48 

50 

40 

00 

260  80 

9 

46 

3 

38 

677 

39 

$60,221  77 

$30,000  00 

19,700  00 

5,000  00 

1,788 

18 

$56,488 

18 

3,733 

59 

,221  77 
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Profit  and  Loss  Account, 


Balance  June  30,  1889, 

Balance  of  electric  manufacturing  account, 

Interest  paid, 

Discount  on  bonds, 

Balance  June  30,  1890,  .        .        .        . 
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Cr. 

$3,178  68 

3,053  28 

$1,613  37 

885  00 

3,733  59 

5,231  96 


5,231  96 


MARLBOROUGH  GAS   LIGHT   COMPANYi 


Assets . 

Real  estate, 

Machinery  and  manufactviring  appliances. 

Street  mains. 

Meters,  . 

Due  for  gas,  . 

Gas  coal  on  hand, 

Tar  on  hand. 

Purifying  materials  on  hand. 

Other  gas  matei'ials  on  hand. 

Stoves  on  hand,     .       ) 

Gas  fixtures  on  hand,  j 

Sundry  accounts  due  the  company. 

Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company 


Liabilities. 


Capital  stock. 
Notes  payable, 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$5,590 

00 

53,507 

51 

7,664 

38 

1,203 

70 

1,501 

56 

224  59 

127 

00 

91 

40 

103 

11 

1,163 

14 

161 

58 

3,843 

94 

$75,181 

91 

150,000 

00 

20 

15 

645 

10 

150,665  25 
24,516  66 


175,181  91 

Profit  and  Loss  Accou 

NT. 

Dr 

Cr. 

Balance  June  30,  1889,          .... 

$21,602  14 

Balance  of  gas  manufacturing  account, 

2,872  69 

Other  items  of  income,         .... 

95  28 

Interest  paid, 

$2 

20 

Other  items,  ....... 

51 

25 

Balance  June  30, 1890, .        .... 

24,516 

6Q 

t,570  11 


t,570  11 
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MIDDLEBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets 
Real  estate,  .  .  .  .  . 
Water  power,  .  . 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 
Carbons  on  hand,  .         .         .  "| 

Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,   .... 
Other  electric  materials  on'  band. 
Motors  on  hand,   .... 
Electric  fixtvires  on  hand,    .         .  j 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance,         .... 


Liabilities. 


Capital  stock. 
Bonds  issued, 


Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  Loss  Account. 


Balance  of  electric  manufacturing  account. 

Interest  paid,         

Balance  June  30,  1890, 


f750  00 


$750  00 


512,465  71 

25,891  49 

12,209  99 

18,183  63 

371  43 


141  25 


169,510  09 

489  91 

$70,000  00 

$40,000  00 

30,000  00 

$70,000  00 

Cr. 

$260  09 

489  91 

$750  00 


MILFORD   ELECTRIC   LIGHT   AND   POWER   COMPANY. 

Assets. 


•  > 


Real  estate,  . 

Steam  plant, 

Electric  plant. 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power, 

Carbons  on  hand,  .         .         .  ^\ 

Oil  and  waste  on  hand,  .    ■ 

Incandescent  lamps  on  hand,   ( 

Globes  on  hand,     .        .        .  j 

Cash  on  hand,        ...... 

Treasury  stock,     ...... 

Unexpired  interest,  insurance  and  taxes,     . 

Total  assets,  as  per  books  of  the  company, 


$51,833 

64 

1,933 

22 

1,812 

52 

755 

10 

500 

00 

409 

06 

$57,242  54 
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Liabilities. 


Capital  stock, 
Notes  payable, 
Unpaid  bills. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 

Balance  June  30,  1889, 

Balance  of  electric  manufacturing  account. 
Interest  paid,         .         .         .         .         .         . 

Balance  June  30,  1890, 


Dr 

$1,182  87 

764 

01 

1,019 

89 

2,966  77 


$4:0,000  00 

14,688  13 

1,534  52 

$56,222  65 
1,019  89 

$57,242  54 


2,966  77 


>,996  77 


MILFORD   GAS   LIGHT   COMPANY. 


Assets. 
Real  estate,   ...... 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters,  . 

Due  for  gas, . 

Gas  coal  on  hand, 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand. 

Stoves  on  hand 

(ias  fixtures  on  hand,   . 
Construction,         .... 
Sundry  accounts  due  the  company, 
Oflice  furniture,    .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company. 


Liabilities. 


13,450  00 

60,161  50 

30,963  61 

5,784  78 

1,306  61 

1,566  00 

81  25 

383  25 

675  50 

29  00 

415  75 

90  75 

3,206  02 

4,205  11 

376  61 

100  00 

5,931  87 

,727  61 


Capital  stock. 
Unpaid  bills, 
Unpaid  dividends. 
Depreciation  fund, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  .and  loss  balance,        .        .        .        .   '     . 


$72,300  00 

1,144  82 

3,615  00 

33,800  00 

fll0,859  82 
7,867  79 


$118,727  61 
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Profit  and  Loss  Account. 


Dr. 

Cr. 

Balance  June  30,  1889,          .         .         .        . 

134,867  94 

Balance  of  gas  manufacturing  account. 

9,332  30 

Interest  received, ..... 

530  00 

From  reserve  fund,       .... 

4,700  00 

Dividends  declared,      .... 

$7,615  00 

Interest  paid,         

147  45 

To  depreciation  fund,   .... 

33,800  00 

Balance  June  30,  1890, 

7,867  79 

$49,430  24 

$49,430  24 

MILLBURY  ELECTRIC  COMPAi^Y. 


Assets. 

Real  estate, 

Steam  plant, 

Electric  plant,  .  .  .  i 
Lines,  meters,  lamps  and  globes,  \ 
Due  for  electi'ic  light  and  power, 

Fuel  on  hand, 

Carbons  on  hand,  .        .        .        .  ^ 
Oil  and  waste  on  hand, . 
Incandescent  lamps  on  hand. 
Globes  on  hand, 

Other  electric  materials  on  hand. 
Motors  on  hand,     . 
Electric  fixtures  on  hand. 
Unexpired  taxes,  . 
Cash  on  hand, 


> 


) 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock, 
Notes  payable. 
Unpaid  bills. 
Reserved  fund. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$3,905  40 
6,428  78 

19,039  03 

717  92 
100  00 


953  18 


131  25 

1,382  99 

$32,658  55 


$15,000  00 

16,000  00 

625  00 

666  23 

$32,291  23 
367  32 


Profit  and  Loss  Account 

Balance  of  electric  manufacturing  account, 
Interest  paid,  ...... 

Balance  June  30,  1890,  .... 


$32,658  55 

Dr. 

Ck. 

$767  32 

$400  00 

367  32 

$767  32 


$767  32 
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MILLER'S  RIVER  GAS  LIGHT  COMPANY  (ATHOL). 


Assets. 


Real  estate  (gas), 


0 


Machinery  and  manufacturing  appliances  (gas) , 

Street  mains  (gas) , 

Meters  (gas), 

Due  for  gas,  .... 

Gas  coal  on  hand, 

Other  gas  materials  on  hand. 

Real  estate  (electric),   . 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power, 

Fuel  on  hand  (electi'ic  light) , 

Sundry  accounts  due  the  company. 

Cash  on  hand,        .... 


163,410  66 

391  62 

18  00 

160  00 

21,359  89 


173 

75 

50 

00 

589 

29 

41 

29 

Total  assets,  as  per  books  of  the  company. 


5,194  50 


Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued, 20,000  00 

Notes  payable,      .        .        .        .        .        .        .        .        .  7,950  53 

Electric  bonds  assumed, 16,000  00 

Amounts  due  from  the  company,  not  included  above,        .  1,658  27 

Total  liabilities,  as  per  books  of  the  company,    .        .  $85,608  80 

Profit  and  loss  balance, 585  70 


Profit  and  Loss  Account. 

Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account. 

Other  items  of  income, 

Interest  paid,  

Other  items,  ....... 

Balance  June  30,  1890, 


),194  50 


Dr. 

Ce. 

$1,028  44 

1,305  53 

$654  45 

8  80 

1,068  23 

34  39 

585  70 

2,342  77 


2,342  77 
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NANTUCKET  ELECTRIC  LIGHT  COMPANY. 

Assets. 


Heal  estate, 

Steam  plant,  .... 

Electric  plant,       .        .        .        .  ) 

Lines,  meters,  lamps  and  globes,  ^ 

Fuel  on  hand. 

Carbons  on  hand, 

Oil  and  waste  on  hand. 

Sundry  accounts  due  the  company, 

Office  furniture,    .... 

Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance,        .... 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Notes  payable, 

Unpaid  bills, 

Deposits, 

Interest  due,  but  not  paid. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  Loss  Account. 

Balance  of  electric  manufactui'ing  account. 

Interest  paid,        

Balance  June  30,  1890,  .        .         . 


$300  00 


$2,000 

00 

11,220  00 

41,175 

40 

234 

90 

22 

00 

36 

68 

375 

85 

62 

65 

408 

00 

),472  83 
242  07 

j,714  90 


125,000 

00 

20,000 

00 

3,450  00 

6,614 

90 

408  00 

300 

00 

)5,714  90' 


Db. 

Ce. 

f57  93 

$300  00 

242  07 

$300  00' 


NANTUCKET  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $3,000  00 

Machinery  and  manufacturing  appliances, ....  20,000  00 

Street  mains, 9,540  53 

Meters, 4,000  00 

Due  for  gas, 825  06 

Gas  coal  on  hand,          . 207  20 

Coke  on  hand, 20"  00 

Tar  on  hand,          .        .        .' 100  00 
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Purifying  materials  on  hand, |3  00 

Cash  on  hand, 1,509  11 

Notes  receivable, 2,000  00 

Investments, 3G8  00 

Total  assets,  as  per  books  of  the  company, .         .         .  $41,572  90 

Liabilities. 

Capital  stock, .  $36,000  00 

Total  liabilities,  as  per  books  of  the  company,    .        .  |36,000  00 

Profit  and  loss  balance, 5,572  90 


Pkofit  and  Loss  Account 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account, 

Interest  received, 

Balance  June  30,  1890, 


141,572  90 

UNT. 

Dr. 

Ck. 

$4,564  82 

968  90 

39  18 

$5,572  90 

$5,572  90  $5,572  90 


NATICK  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 

Steam  plant,  .... 

Electric  plant,       .        .        .        . 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 
Fuel  on  hand, 
Carbons  on  hand, . 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand. 
Cash  on  hand. 
For  purchase  old  j^lant, 

Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,         .... 


Liabilities. 
Capital  stock, 

Bonds  issued,  .... 
Notes  payable,  .... 
Unpaid  bills,  .... 
Amounts  due  from  the  company,  not  included  above. 


gl6,432  13 

17,762  44 

20,503  69 

24,230  63 

1,448  34 

280  20 

20  00 

17  75 

225  00 

190  58 

69,942  83 


$151,053  59 

2,898 

51 

$153,952 

10 

$40,000  00 

30,000 

00 

16,000 

00 

978 

51 

66,973 

59 

Total  liabilities,  as  per  books  of  the  company, 


$153,952  10 
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Profit  and  Loss  Account. 


Balance  of  electric  manufacturing  account, 

Interest  paid,         

Balance  June  80,  1890,         .        .        .        . 


S2,898  51 


[Jan. 


Dk. 

Ck. 

11,218  51 

1,680  00 

12,898  51 

J,898  51 


NATICK  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains. 

Meters, 

Due  for  gas, , 

Gas  coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Other  gas  materials  on  hand, 

Stoves  on  hand,  .  ? 

Gas  fixtures  on  hand,  j 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 

Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$16,670  38 


22,255  07 


1,547 

30 

422 

72 

9  00 

154 

00 

12 

95 

243 

17 

715 

88 

$42,030 

47 

$20,000  00 

8,500  00 

513 

37 

^29,013  37 
13,017  10 


$42,030  47 

Profit  and  Loss  Account. 

Dk. 

Or. 

Balance  June  30,  1889, 

$13,420  68 

Balance  of  gas  manufacturing  account, 

1,648  59 

Dividends  declared,       .... 

$1,600  00 

Interest  paid,        ..... 

435  37 

Depreciation,          ..... 

16  80 

Balance  June  30,  1890, 

13,017  10 

L5,069  27        fl5,069  27 
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NEW  BEDFORD   GAS  LIGHT   COMPANY. 


Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas) 

■Street  mains  (gas), 

Meters  (gas)  and  services. 

Due  for  gas,  . 

Gas  coal  on  hand, . 

Coke  on  hand, 

Tar  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  and  fixtures  on  hand. 

Stoves  on  hand,     ..... 

Real  estate  (electric),  .... 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Patent  rights, 

Due  for  electric  light  and  pov^^er, 
Fuel  on  hand  (electric  light),      ."] 
Carbons  on  hand, .         .         .         .1 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,    .... 
Other  electric  materials  on  hand, 
Motoi's  on  hand,    .... 
Electric  fixtures  on  hand,      .        .J 
Sundry  accounts  due  the  company. 

Office  furniture, 

Cash  on  hand, 

Street  lighting,  lanterns,      .... 

Total  assets,  as  per  books  of  the  company. 


> 


$161,164  08 

125,991  38 

35,476  08 

12,037  30 

3,409  90 

1,790  76 

1,037  60 

1,069  00 

13,364  24 

13,498  90 


424,556  27 


6,741  36 


8,859  88 


4,552  53 
1,690  05 
9,360  60 
2,800  00 

$827,399  93 


Liabilities. 


Capital  stock. 
Notes  payable. 
Deposits, 
Reserved  fund. 
Insurance  reserve. 
Premium  account. 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$550,000  00 

141,300  00 

151  00 

41,949  46 

2,396  49 

74,280  26 


,077  21 
17,322  72 


$827,399  93 
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Profit  and  Loss  Account. 


Balance  June' 30,  1889,  .        .         .        . 

Balance  of  gas  manufacturing  account, 

Balance  of  electric  manufacturing  account, 

Balance  gas  inventory, 

Balance  electric  inventory, 

Other  items  of  income, 

Dividends  declared. 

Interest  paid, 

Edison  department, 

To  premium  account,    . 

Premium  on  stock  sold. 

Balance  June  30,  1890, 


Dr. 

Cr. 

$45,217  37 

23,226  37 

6,704  28 

2,677  30 

5,727  10 

45  00 

$30,000  00 

6,787  69 

2,636  74 

74,280  26 

42,157  51 

17,322  72 

$128,390  67 

$128,380  67 

NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 


Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas). 

Meters  (gas). 

Due  for  gas, 

Gas  coal  on  hand, . 

Coke' on  hand, 

Tar  on  hand, 

Enrichers, 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand. 

Gas  fixtures  on  hand,    . 

Real  estate  (electric). 

Steam  plant  (electric), 

Electric  plant. 

Lines,  meters,  lamps  and  globes  (electric). 

Due  for  electric  light  and  power, 

Fuel  on  hand  (electric  light). 

Carbons  on  hand, .... 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand, 

Globes  on  hand,    .... 

Other  electric  materials  on  hand. 

Motors  on  hand,    .... 

Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash  on  hand,        .... 

Total  assets,  as  per  books  of  the  company, 


$1,132 

43 

75,000 

00 

5,039 

14 

1,415 

56 

2,708 

03 

2,525 

85 

48 

00 

96 

45 

270 

10 

125 

50' 

96 

65 

60,000 

00 

11,741 

26 

2,708 

12 

225 

50 

52 

00 

18 

45 

316 

70 

63 

75 

360 

50 

1,202 

75 

547 

00 

618 

68 

46 

22 

1,638 

61 

$167,997 

25 
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Liabilities. 

Capital  stock, $140,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 280  60 

Unpaid  dividends, 834  50 

Total  liabilities,  as  per  books  of  the  company,     .        .  $167,115  10 

Profit  and  loss  balance, 10,882  15 


$167,997  26 

Profit  and  Loss  Account. 

Dk. 

Cr. 

Balance  June  30,  1889,          .... 

$5,169  07 

Balance  of  gas  raanufacturing  account. 

5,897  71 

Balance  of  electric  manufacturing  acccount. 

2,929  62 

Balance  from  electric  ledger. 

4,476  67 

Rents,    ........ 

100  00 

Other  items  of  income,          .... 

2  00 

Dividends  declared, 

$6,600  00 

Interest  paid,        

575 

20 

Other  items, 

517 

72 

Balance  June  80,  1890,          .        . 

10,882 

15 

$18,575 

07 

$18,575  07 

NEWTON  AND   WATERTOWN   GAS   LIGHT   COMPANY. 


Assets. 

Real  estate  (gas),         .... 

Machinery  and  manufacturing  appliances. 

Street  mains  (gas). 

Meters  (gas). 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand. 

Stoves  on  hand,     . 

Gas  fixtures  on  hand. 

Real  estate  (electric), 

Steam  plant  (electric). 

Electric  plant. 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power. 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand. 

Other  electric  materials  on  hand, 


$73,000  00 

90,383  20 

146,427  64 

14,520  82 

18,770  36 

4,381  45 

150  00 

1,680  00 

60  00 

890  07 

433  78 

1,500  00 

20,639  36 

25,965  40 

25,009  61 

66,965  83 

3,060  96 

82  00 

123  20 

2,987  28 
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Horses,  wagons,  etc., 

Sundry  accounts  due  the  companj. 

Office  furniture, 

Notes  receivable, 

Investments, 

Total  assets,  as  per  books  of  the  company, 


$318  00 

2,666 

03 

447 

65 

441 

88 

10,395 

27 

ill,269  69 


Liabilities. 


Capital  stock, 
Bonds  issued. 
Notes  payable, 
Unpaid  bills. 
Deposits, 
Unpaid  dividends, 
Contingent  fund,  , 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Profit  and  Loss  Account 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufactuiing  account 

Interest  received, . 

Rents,    .... 

Other  items  of  income. 

Dividends  declared. 

Interest  paid, 

Depreciation, 

Other  items. 

Balance  June  30,  1890, 


1200,000  00 

69,000  00 

81,586  66 

6,846  36 

50  00 

'716  00 

25,000  00 

$383,199  02 
128,070  67 


$511,269  69 

)TJNT. 

Dr. 

Cr. 

$109,776  83 

32,971  22 

4,384  24 

243  43 

1,552  50 

2,091  26 

$16,000  00 

5,922  95 

855  20 

170  66 

128,070  67 

$151,019  48  $151,019  48 


NORTH  ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, $1,500  00 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power. 
Carbons  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 


6,000 

00 

7,000 

00 

687 

41 

25 

50 

300 

00 

34 

35 

Total  assets,  as  per  books  of  the  company, 


$15,547  26 
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Capital  stock, 

Notes  payable, 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 
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$7,500  00 
7,000  00 

114,500  00 
1,047  26 


$15,547  26 

Profit  and  Loss 

Account. 

Db. 

Cr. 

Balance  June  30,  1889, 

, 

f3,159  89 

Balance  of  electric  manufacturing  account. 

1,555  70 

Other  items  of  income, 

. 

473  83 

Interest  paid, 

. 

$213  20 

Depreciation, 

. 

3,928  96 

Balance  June  30,  1890, 

1,047  26 

$5,189  42 

$5,189  42 

NORTH  ADAMS  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Other  gas  materials  on  hand 

Stoves  on  hand,     .         .  i 

Gas  fixtures   on  hand,  ^ 

Horses,  wagon,  etc.. 

Office  furniture,    , 

Cash  on  hand. 

Investments, 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock. 
Notes  payable, 


$60,000 

00 

4,405 

25 

2,724  88 

396 

00 

24 

60 

146 

50 

144 

00 

50 

00 

1,661 

43 

593 

50 

690 

50 

1,217 

50 

21,746 

09 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


5,800  25 


$50,000  00 
18,000  00 

$68,000  00 
25,800  25 


)3,800  25 
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Db. 

Cr. 

Balance  June  30,  1889, 

$19,407  87 

Balance  of  gas  manufacturing  account, 

11,072  24 

Dividends  declared,       .... 

|4,000  00 

Interest  paid,         ..... 

679  86 

Balance  June  30,  1890, 

25,800  25 

$30,480  11 

130,480  11 

t,  I 

nt,  J 


NORTHAMPTON   ELECTRIC   LIGHTING  COMPANY. 

Assets. 
Real  estate. 
Steam  plant. 
Electric  plant 
Lines,  lamjis  and  globes. 

Tools, 

Due  for  electric  light  and  power, 
Fuel  on  hand,        .... 
Cai'bons  on  hand, .        .        . 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Horses,  wagons,  etc.,    . 
Office  furnitiu'e,    .... 
Cash  on  hand,        .... 
Insurance, 


Total  assets,  as  per  books  of  the  company. 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Notes  payable,  .        .        .        .       ". 

Unpaid  bills,  ....... 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$14,108  43 

38,063 

20 

28,856 

95 

80 

38 

1,371 

37 

139 

50 

40 

00 

25 

00 

236 

32 

285 

20 

101 

80 

2,235 

88 

150 

00 

$85,694  03 

$58,700 

00 

7,000 

00 

17,318 

35 

136 

93 

33,155  28 
2,538  75 


$85,694  03 

Profit  and  Loss  Account. 

De. 

Ce. 

Balance  June  30,  1889,          .... 

$2,310  02 

Balance  of  electric  manufacturing  account, 

3,771  03 

Rents,    .         .         . 

307  93 

Other  items  of  income,         .         .         .         . 

83  24 

Dividends  declared, $2,935  00 

Interest  paid, 998 

47 

Balance  June  30,  1890,                  ...            2,538 

75 

,472  22 


5,472  22 
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NORTHAMPTON  GAS  LIGHT  COMPANY. 

-Assets 

Real  estate, "     .        .        .        .  124,900  00 

Machinery  and  manufacturing  appliances,  .         .         .         .  3,000  00 

Street  mains, /       .        .  20,000  00 

Due  for  gas, 1,713  97 

Gas  coal  on  hand, 227  04 

Coke  on  hand,       .        .        .        .        .        .        .        .        .  150  00 

Tar  on  hand, 287  35 

Eni'ichers  on  hand,        .         .         .         .         .        '.         .         .  170  68 

Purifying  materials  on  hand, 70  00 

Other  gas  materials  on  hand, 1,055  45 

Stoves  on  hand,     .........  68  30 

Spent  lime  on  hand, 20  00 

Sundry  accounts  due  the  company, 669  79 

Cash  on  hand, 6,126  08 

Investments, 3,250  00 

Total  assets,  as  per  books  of  the  company,  .        .        .  $61,708  66 

Liabilities. 

Capital  stock, $50,000  00 

Reserved  fund, 5,418  50 

Total  liabilities,  as  per  books  of  the  company,    ..        .  $55,418  50 

Pi'ofit  and  loss  balance, 6,290  16 


$61,708  66 

Profit  and  Loss  Account. 

Dr. 

Ck. 

Balance  June  30,  1889,         .... 

$5,215  61 

Balance  of  gas  manufacturing  account. 

5,264  63 

Interest  received, 

417  22 

Rents, 

225  00 

Dividends  declared,      .... 

$4,000  00 

Construction  charged  off. 

698 

26 

Other  items, ...... 

234 

04 

Balance  June  SO,  1890, 

6,290 

16 

$11,122 

46 

$11,122  46 

NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $47,474  72 

Machinery  and  manufacturing  appliances,          .         .         .  28,550  20 

Street  mains, 30,613  68 

Meters, 5,259  38 

Due  for  gas, 1,486  54 
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Gas  coal  on  hand, 
Coke  on  hand,       .... 
Tar  on  hand,         .... 
Purifying  materials  on  hand. 
Other  gas  materials  on  hand. 
Stoves  on  hand,     .... 
Gas  fixtures  on  hand,    . 
Sundry  accounts  due  the  company, 
Office  furniture,    .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company. 


$1,835 

00- 

105 

70- 

8 

75 

107 

10 

215 

6a 

403 

07 

863 

20' 

173 

44 

262 

5a 

10,779 

9& 

1128,138 

87 

Liabilities. 

Capital  stock $68,100  OO 

Bonds  issued, 47,670  00 

Unpaid  bills, 101  17 

Unpaid  dividends,          . 2,043  00 

Interest  due,  but  not  paid, 715  05^ 

Total  liabilities,  as  per  books  of  the  company,     .        .  $118,629  22 

Profit  and  loss  balance, 9,509  65 


$128,138  87 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30, 1889,         .... 

$5,829  90' 

Balance  of  manufacturing  account. 

12,221  8& 

Interest  received, .... 

397  43 

Rents,    .... 

190  62 

Other  items  of  income, 

143  90 

Di^-idends  declai'ed, 

$4,086 

00 

Interest  paid, 

4,116 

83 

Depreciation, 

1,071 

26 

Balance  June  30,  1890, 

9,509 

65 

$18,783  74 

$18,783  74 

NORTH    ATTLEBOROUGH    STEAM    AND    ELECTRIC 

COMPANY. 

Assets. 

Real  estate, $18,000  00 

Steam  plant,  .        .        .        .n 

Electric  plant,       .        .        .        .i 93,370  92 

Lines,  meters,  lamps  and  globes,^ 

Due  for  electric  light  and  power, 6,812  90 

Fuel  on  hand, 920  00 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand,         . 100  00 
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Motors  on  hand,    .... 
Electric  fixtures  on  hand,     . 
■Snndr^^  accounts  due  the  company. 
Office  furniture,    .... 
Cash  on  hand,        .... 
Notes  receivable,  .... 

Total  assets,  as  per  books  of  the  company. 


$2,798 

90 

100 

00 

891 

04 

68 

46 

42 

53 

25 

00 

$123,179  75 

Liabilities. 

Capital  stock, '       .  $61,600  00 

Bonds  issued 30,000  00 

Notes  payable, 11,826  06 

Unpaid  bills, 11,600  58 

Total  liabilities,  as  per  books  of  the  company,     .        .  $115,026  64 

Profit  and  loss  balance, 8,153  11 


$123,179  75 

Profit  and  Loss  Account. 

Dk. 

Cb. 

Balance  June  30,  1889,          .... 

$5,411  82 

Balance  of  electric  manufacturing  account, 

3,976  41 

Rents, 

558  88 

Interest  paid, 

$1,794  00 

Balance  June  SO,  1890,          .... 

8,153 

11 

$9,947 

11 

$9,947  11 

NORTH  SHORE  ELECTRIC  COMPANY  (REVERE). 

Assets. 

Real  estate, .  $14,456  88 

Steam  plant 37,524  03 

Electric  plant, 72,680  98 

Lines,  meters,  lamps  and  globes, 82,757  28 

Patent  rights, 25,000  00 

Due  for  electric  light  and  power, 2,856  05 

Fuel  on  hand, 71  50 

Carbons  on  hand, 40  00 

Oil  and  waste  on  hand, 34  05 

Incandescent  lamps  on  hand, 179  85 

Globes  on  hand, 10  00 

Cash  on  hand, 137  65 

Unexpired  insurance  and  taxes, 385  53 

Total  assets,  as  per  books  of  the  company,          .        .  $236,132  80 

Profit  and  loss  balance, 481  17 

236,614  97 
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Liabilities. 

Capital  stock, .  $80,000  00 

Bonds  issued 75,000  00 

Notes  payable, 4,144  89 

Unpaid  bills, 77,470  08 

Total  liabilities,  as  per  books  of  the  company,     .         .  $236,614  97 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1889,          ....  1 1,985  10 

Balance  of  electric  manufacturing  account,  2,175  41 

Interest  paid, $4,641  68 

Balance  June  30,  1890,          ....  481  17 

$4,641  68  $4,641  68 


NORWOOD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,000  00 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 834  91 

Due  for  gas, 374  20 

Gas  coal  on  hand, 52  45 

Cash  on  hand, 671  26 


8,000  00 


Total  assets,  as  per  books  of  the  company,  .        .        .       $12,932  82 

Liabilities. 
Capital  stock, $12,000  00 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1889,  .... 

Balance  of  gas  manufacturing  account,       .  $1,539  98 

Balance  June  30,  1890,  ....  932  82 


$12,000  00 
932  82 

$12,932  82 

Cr. 

f2,472  80 

J,472  80         $2,472 


ORANGE  ELECTRIC  LIGHT  COMPANY. 

Assists  * 

Real  estate, $1,600  00 

Steam  plant,         .        .' 6,000  00 

Electric  plant, 7,700  00 

Lines,  meters,  lamps  and  globes, 13,291  99 
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Due  for  electric  light  aud  power, 
Fuel  on  hand, 
Carbons  on  hand, . 
Oil  and  waste  on  hand, 
Ineavidescent  lamps  on  hand, 
Globes  on  hand,    . 
Other  electric  materials  on  hand, 
Smidry  accounts  due  the  company, 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance,         .... 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 


$456 

17 

240  75 

38 

00 

16 

75 

86 

25 

2 

25 

459 

80 

4,448 

01 

419 

49 

$34,759  46 

5,635 

45 

$40,394 

91 

$25,000  00 

15,000 

00 

394 

91 

),394  91 


PALMER  ELECTRIC   COMPANY. 


Assets. 


Gas  fixtures  on  hand,    . 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes. 

Plant  rights,  .... 

Due  for  electric  light  and  power, 

Fuel  on  hand,        .... 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Cash  on  hand,       ,        .        .        . 


Total  assets,  as  per  books  of  the  company, 


$6,297 

06 

9,378 

34 

16,970 

50 

19,057 

81 

6,000 

00 

1,800 

04 

74 

25 

21 

00 

56 

00 

164 

75 

29 

87 

),849  62 


Liabilities. 

Capital  stock, 

Bonds  issued,        • 

Notes  payable, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 
Jgrofit  and  loss  balance, 


$30,000  00 

20,000  00 

700  00 

8,073  92 

158,773  92 
1,075  70 


),849  62 
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Profit  and  Loss  Account. 

Balance  June  30,  1889, 

Balance  of  electric  manufacturing  account, 

Interest  paid,   

Balance  June  30,  1890,    .        *         .        . 


[Jan. 


Dr. 

Cr. 

$394  96 

1,882  14 

$1,201  40 

1,075  70 

$2,277  10 


>,277  10 


PEOPLE'S   ELECTRIC   COMPANY   CEASTHAMPTON) 

Assets. 
Electric  plant,       .         .         .  i 


Lines,  meters,  lamj)s  and  globes,  ^ 
Due  for  electric  light  and  power, 
Elective  materials  on  hand,  .... 
Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock. 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  companj-. 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 

Balance  Jime  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 

Dividends  declared, 

Balance  June  30,  1890,  .... 


|600  10 


3,350  00 

432  30 

250  00 

197  82 

),230  12 


$5,000  00 
780  02 

$5,780  02 
450  10 

$6,230  12 


Dr. 

Ck. 

$344  99 

255  11 

$150  00 

450  10 

$600  10 


PITTSFIELD  COAL  GAS  COMPANY. 

Assets. 

Real  estate, $22,500  00 

Machinerj^  and  manufacturing  appliances, ....  14,350  00 

Street  mains, 19,110  00 

Meters, 6,540  00 

Due  for  gas,          .        .        .        .  ' 3,908  84 

Coke  on  hand, 100  00 

Tar  on  hand 60  00 

Enrichers  on  hand,       . 337  ^ 

Purifying  materials  on  hand, 25  00 
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Stoves  on  hand,     .... 
Sundiy  accounts  due  the  company, 
Cash  on  hand,        .... 
Notes  receivable. 
Investments,  .... 

Total  assets,  as  per  books  of  the  company, 


$25  00 

355  49 

16,756  74 

27,825  14 

3,550  00 

$115,443  71 


Liabilities. 


Capital  stock, 
Unpaid  bills. 
Reserved  fund. 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Balance  June  30,  1889, 

Balance  of  gas  manufactui'ing  account, 

Interest  received, 

Bents, 

Dividends  declared,      .... 
Balance  June  30,  1890, 


$62,500  00 

1,625  00 

40,000  00 

$105,625  00 
9,718  71 


$115,443  71 

Dr. 

Ck. 

$5,675  10 

9,070  72 

2,298  20 

174  69 

$7,500 

00 

9,718  71 

$17,218 

71 

$17,218  71 

PITTSFIELD   ELECTRIC   LIGHT   COMPANY. 

Assets. 


Real  estate, 

Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power. 
Cash  on  hand,       .         .        .        . 


Total  assets,  as  per  books  of  the  company,  . 


$842  29 

9,678 

76 

14,124 

46 

1,918 

42 

209 

04 

526,772  97 


Liabilities. 


Capital  stock. 
Notes  payable. 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$5,000  00 

8,600  00 

584  26 


$14,184  26 
12,588  71 


3,772  97 
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Profit  and  Loss  Account. 


Db. 

Or. 

Balance  June  30,  1889, 

fl0,477  78 

Balance  of  electric  manufacturing  account, 

3,406  61 

Dividends  declared,      .... 

$500  00 

Interest  paid,         

575  14 

Depreciation, 

189  96 

Other  items, 

30  58 

Balance  June  30,  1890, 

12,588  71 

$13,884  39 

$13,884  39 

PITTSFIELD  ILLUMINATING  COMPANY. 


Assets. 

Real  estate,  .        ... 

$12,500  00 

Electric  plant, 

15,000  00 

Lines,  meters,  lamps  and  globes, 

12,425  90 

Fuel  on  hand, 

106  79 

Oil  and  waste  on  hand. 

57  00 

Incandescent  lamps  on  hand. 

46  29 

Other  electric  materials  on  hand, 

190  00 

Sundry  supplies, 

518  56 

Sundry  accounts  due  the  company. 

2,148  78 

Tools, 

123  75 

Cash  on  hand,        ..... 

67  39 

Total  assets,  as  per  books  of  the  comp 

any, .         .         .        $43,184  46 

Profit  and  loss  balance. 

422  86 

$43,607  32 

Liabilities. 

Capital  stock,        .         .        .        .        .        .        .        .        .  $25,000  00 

Notes  payable, 15,736  46 

Unpaid  bills, 2,870  86 


$43,607  32 

Profit  and  Loss  Account. 

De 

Cr. 

Balance  June  30,  1889,          .... 

$863  26 

Balance  of  electric  manufacturing  account, 

1,109  30 

Other  items  of  income,          .... 

4  94 

Interest  paid, $1,323 

00 

Old  bills  paid, 717 

25 

Bad  debts  charged  off, 349 

49 

Other  items, 10 

62 

Balance  June  30,  1890,          .... 

422  86 

$2,400  36  $2,400  36 
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PLYMOUTH   ELECTRIC   LIGHT    COMPANY. 

Assets. 

Eeal  estate, $6,381  51 

Steam  plant, 21,387  14 

Electric  plant, 31,713  78 

Lines,  meters,  lamps  and  globes, 22,594  06 

Patent  rights, 9,500  00 

Due  for  electric  light  and  power, 3,057  05 

Carbons  on  hand, 17  00 

Oil  and  waste  on  hand, 82  75 

Incandescent  lamps  on  hand, 300  00 

Globes  on  hand, ,       .        .        .  10  00 

Cash  on  hand, 229  10 

Total  assets,  as  per  books  of  the  company,  .        .        .  $95,222  39 

Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued, 30,000  00 

ivTotes  payable, 1,500  00 

Unpaid  bills, 23,374  25 

Total  liabilities,  as  per  books  of  the  company,    .        .  $94,874  25 

Profit  and  loss  balance, 348  14 


*  Profit  and  Loss  Account. 

Balance  of  electric  manvifacturing  account. 

Interest  paid, 

Balance  June  30,  1890,         .... 


?1,301  14 


),222  39 


Dk. 

Cr. 

$1,301  14 

$953  00 

348  14 

,301  14 


PLYMOUTH   GAS   LIGHT   COMPANY. 


Assets. 


Real  estate, 

. 

^ 

Machinery  and  manufacturing  appliances. 

y  '    • 

.       $40,000  00 

Street  mains, 

Meters,           .... 

Due  for  gas, .... 

1,926  48 

Gas  coal  on  hand, . 

120  96 

Coke  on  hand, 

18  00 

Tar  on  hand. 

150  00 

Enrichers  on  hand. 

4  00 

Purifying  materials  on  hand. 

35  16 

Other  gas  materials  on  hand. 

95  41 
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Stoves  on  hand,     .... 
Gas  fixtures  on  hand,    .         .        .   ^ 
Sundry  accounts  due  the  compan}^ 
Notes  receivable,  .... 


Total  assets,  as  per  books  of  the  company. 
Liabilities. 


Capital  stock, 

Unpaid  bills, 

Unpaid  dividends, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


$73  56 

1,724  39 

278  94 

667  62 

Ho  ,094  51 


$40,000  00 

500  00 

66  50 

259  74 

$40,826  24 
4,268  27 


Profit  and  Loss  Account. 

$45,094  51 

De. 

Cb. 

Balance  June  30,  1889, 

$4,856  28 

Balance  of  gas  manufacturing  account. 

2,311  99 

Dividends  declared,      .... 

$2,400  00 

Depreciation,         ..... 

500  00 

Balance  June  30,  1890, 

4,268  27 

$7,168  27 

$7,168  27 

QUINCY  ELECTRIC  LIGHT   &  POWER  COMPANY. 

Assets. 


Real  estate, 

Steam  plant,  .        .        .        . 

Electric  plant,  .  .  .  . 
Lines,  meters,  lamps  and  globes, 
Due  for  electric  light  and  power, 
Fuel  on  hand,  .  .  .  . 
Carbons  on  hand, .  .  .  . 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand, 
Globes  on  hand,  .  .  .  . 
Other  electric  materials  on  hand, 
Cash  on  hand,        .         .         .         . 


),588  14 


65,553  77 


1,452 

7& 

350 

00 

10 

00' 

59 

7& 

90 

20 

39 

00 

2,287 

99 

174 

80 

$79,606 

42 

Total  assets,  as  per  books  of  the  company,  . 

Liabilities. 

Capital  stock,        . $50,000  00 

Notes  payable, 27,491  36 

Unpaid  dividends, 135  00 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$77,626  36 
1,980  06 


),606  42 
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Profit  and  Loss  Account. 


Balance  June  30,  1889,  .        .        .        . 

Balance  of  electric  manufacturing  account, 

Interest  received, . 

Rents,    .... 

Interest  paid. 

Other  items,  . 

Balance  June  30,  1890, 


Dk. 

Cr. 

$287  74 

3,225  49 

103  00 

75  00 

$1,561  17 

150  00 

1,980  06 

5,691  23         $3,691  23 


ROXBURY  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, $116,365  91 

Machinery  and  manufacturing  appliances,          .        .        .  304,563  30 

Street  mains, 312,131  07 

Meters, 73,970  96 

Due  for  gas, 27,190  81 

Gas  coal  on  hand, 6,031  37 

Coke  on  hand,       .........  10,311  00 

Tar  on  hand, 994  80 

Enrichers  on  hand,        . 19  50 

Purifjing  materials  on  hand, ■       .  539  68 

Other  gas  materials  on  hand, 5,983  83 

Gas  on  hand, 949  52 

Patent  rights, 50,000  00 

Sundry  accounts  due  the  company, 3,153  61 

Cash  on  hand, 43,700  18 

Notes  receivable, '      75,000  00 


Total  assets,  as  per  books  of  the  company, 


$1,030,905  54 


Liabilities. 

Capital  stock, $600,000  00 

Unpaid  bills, 1,572  53 

Deposits, 4,090  00 

Amounts  due  from  the  company,  not  included  above,         ,  1,762  53 

Total  liabilities,  as  per  books  of  the  company,     .        .  f  607,425  06 

Profit  and  loss  balance, 423,480  48 


,030,905  54 


194  GAS  COMMISSIONERS.  [Jan. 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1889,  ....  |308,575  55 

Balance  gas  manufacturing  account,   .        .  86,994  21 

Interest  received, 4,353  13 

Rents, 1,664  89 

Amounts  debited  to  profit  and  loss  prior  to 

Jan.  1,  1889,  and  credited  to  construction 

June  30,  1890,  as  follows,  viz. 


Works  improvements, 

Mains,    . 

Services, 

JNIeters,  . 
Dividends  declared. 
Balance  June  30,  1890, 


11,252  35 

55,970  93 

9,191  86 

20,477  56 


$75,000  00 
423,480  48 


$498,480  48     $498,480  48 


SALEM  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, $46,035  43 

Steam  plant, -\ 

Electric  plant,       ....  V 144,712  18 

Lines,  meters,  lamps  and  globes, ) 

Franchise, 10,000  00 

Due  for  electric  light  and  power, 5,864  72 

Fuel  on  hand, 1,327  60 

Carbons  on  hand, 40  00 

Globes  on  hand, 33  10 

Other  electi'ic  materials  on  hand, 405  57 

Office  furnitiu-e, 346  73 

Cash  on  hand 1,087  52 


Total  assets,  as  per  books  of  the  company,  .        .        .  $209,852  85 

Liabilities. 

Capital  stock, $140,000  00 

Bonds  issued, .        .        .  35,500  00 

Notes  payable, 12,000  00 

Unpaid  bills, 4,109  92 


Total  liabilities,  as  per  books  of  the  company,     .         .     f  191,609  92 
Profit  and  loss  balance, 18,242  93 


,852  85 
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Profit  and  Loss  Account. 


Balance  June  30,  1889,  .         .         .         . 

Balance  of  electric  manufacturing  account, 

Interest  received, . 

Other  items  of  income. 

Dividends  declared. 

Interest  j)aid. 

Construction  charged  oflf, 

Depreciation, 

Other  items,  . 

Balance  June  30,  1890, . 


Dr. 

Ck. 

110,502  84 

15,048  19 

398  32 

3,872  45 

$5,600  00 

1,474  84 

100  35 

3,838  65 

565  03 

18,242  93 

),821  80 


),821  80 


SALEM  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate,  . 

Machinery  and  manufacturing  appliances, 

Street  mains. 

Meters, 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand. 

Stoves  on  hand,     .... 

Horse,  wagons,  etc., 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash  on  hand,       .... 

Investments,  .... 

Total  assets,  as  per  books  of  the  company, . 

Liabilities. 


Capital  stock, 

Deposits, 

Unpaid  dividends, 

Depreciation  fund, 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


1336,035  56 

11,474  25 
847  69 
460  00 

1,817  46 
606  00 

2,332  60 
111  79 
560  00 

6,616  00 

200  00 

11,988  87 

3,886  25 

$376,824  27 


1300,000  00 

442  00 

51  00 

20,000  00 

3,104  75 

,597  75 
53,226  52 


$376,824  27 


196 


GAS  COMMISSIONERS. 


[Jan. 


Profit  and  Loss  Account. 


Dr. 

Ob. 

Balance  June  30,  1889, 

$82,927  86 

Balance  of  gas  manufacturing  account. 

24,784  84 

Interest  received,          .... 

220  14 

Rents,    . 

" 

269  18 

Dividends  declared,      .... 

$19,500  00 

Depreciation,         ...... 

33,000  00 

Other  items,          ..... 

2,475  50 

Balance  June  30,  1890, 

53,226  52 

$108,202  02 

$108,202  02 

SOMERVILLE  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, 

Steam  plant,         .... 
Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power, 
Fuel  on  hand,        .... 
Carbons  on  hand. 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand, 
Globes  on  hand,    .... 
Other  electric  materials  on  hand. 
Horses,  wagons,  etc.,    . 
Sundry  accounts  due  the  company, 
Office  furnitui'e,    .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 

Capital  stock, 

Paid  for  new  stock, 

Notes  payable, . 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 


Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 
Dividends  declared,  ..... 
Balance  June  30,  1890,  .... 


$20,666 

31 

33,588 

76. 

43,821 

60 

99,074  46 

4,304  7^ 

350 

oo 

180  00- 

63 

oo 

596 

03. 

21 

16- 

1,040 

3& 

550  00 

2,874 

09' 

227 

OO 

299 

27 

$207,656  8a 

$120,000  OO 

22,650  00 

56,978 

21 

2,282  88- 

$201,911  09- 
6,745  74 

$207,656  83. 

Cr. 

$2,916  la 
8,229  61 


J5,400  00 
5,745  74 


$11,145  74        $11,145  74 
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SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Keal  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, . 

Due  for  gas, . 

Gas  coal  on  hand. 

Coke  on  hand, 

Gas  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand. 

Stoves  on  hand,     .... 

Patent  rights,        .... 

Horses,  wagons,  etc.,     . 

Sundry  accounts  due  the  company. 

Cash  on  hand,        .... 

Investments,  .... 


Total  assets,  as  per  books  of  the  company. 


^200,945 

76 

274,366 

09 

18,456 

12 

7,723 

84 

12 

42 

760 

42 

157 

40 

547 

70 

977 

54 

352 

51 

25,000 

00 

1,454  00 

1,714 

74 

32,723 

44 

26,000 

00 

)1,191  98 


Liabilities. 

■Capital  stock, 

Notes  payable,      .         ■        . 

Unpaid  bills, 

Deposits,       ......... 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


$440,000  00 

68,000  00 

1,025  87 

2,063  95 

907  04 

$511,996  86 
79,195  12 


$591,191  98 

Profit  and  Loss 

Account. 

Dk. 

Cb. 

Balance  June  30,  1889, 

162,799  64 

Balance  of  gas  manufacturing  account. 

52,891  52 

Bents, 

1,632  94 

Dividends  declared 

$35,200  00 

Interest  paid, 

2,928  98 

Balance  June  30,  1890, 

79,195  12 

$117,324  10 

$117,324  10 

SOUTHBRIDGE   GAS   AND  ELECTRIC   COMPANY. 

Assets. 


Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 
Street  mains, 


15,515  49 
1,041  83 
6,986  04 
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Meters  (gas), 

Due  for  gas, . 

Gas  coal  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Other  gas  matei'ials  on  hand. 

Gas  fixtures  on  hand,   . 

Real  estate  (electric),  . 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric). 

Electric  franchise. 

Due  for  electric  light  and  power, 

Fuel  on  hand  (electric  light). 

Carbons  on  hand, .... 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand, 

Gloljes  on  hand,    .... 

Other  electric  materials  on  hand, 

Horses,  wagons,  etc.,    , 

OflBce  furniture,    .... 

Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 


$1,266 

37 

81 

45 

11 

50 

20 

00 

197 

32 

864 

20 

157 

12- 

3,622 

91 

9,351 

69> 

11,097 

01 

13,519 

25 

2,650 

00 

19 

71 

253 

7& 

48 

73- 

25 

0& 

40 

25 

24 

29 

235 

00 

54  oa 

991 

94 

157,574 

82 

Liabilities. 


Capital  stock. 
Notes  payable. 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$40,000  oa 

15,000  00 

$55,000  00 

2,574  82 


Profit  and  Loss  Account. 

Db. 

Balance  June  30,  1889,  .... 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufactioring  account, 

Increase  lines,  lamps  &  globes,  by  inventory. 

Other  items  of  income,         .... 

Dividends  declared,      .....  $1,200  00 

Interest  paid, 411  69 

Decrease  electric  plant,  by  inventory,  .  898  08 

Other  items, 81  71 

Balance  June  30,  1890,  .        .        .        .  2,574  82 


$57,674  82 

Ck. 

$693  01 

424  65 

2,496  87 

1,648  77 

3  oa 


),166  30 


),166  30 
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SOUTH  HADLEY  FALLS  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Steam  plant, 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power, 
Incandescent  lamps  on  hand. 
Other  electric  materials  on  hand, 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


$1,249 

71 

5,236 

59 

8,948 

03 

440 

50 

135 

00 

250  75 

[1,260  58 


Capital  stock, 

$7,000  00 

Amounts  due  from  the  company,  not  included  above, 

. 

4,260  58 

Total  liabilities,  as  per  books  of  the  company,     . 

$11,260  58 

Profit  and  Loss  Account. 

Dk. 

Ck. 

Balance  of  electric  manufacturing  account. 

$440  79 

Interest  paid f  140 

00 

Depreciation  of  lines, 300 

79 

$440  79 

$440  79 

SPENCER  GAS   COMPANY. 

Assets. 


Real  estate  (gas), 

$21,928  71 

Machinery  and  manufacturing  appliances  (gas), 

73,071  55 

Street  mains  (gas),       ...... 

35,307  20 

Meters  (gas), 

3,665  33 

Due  for  gas, .... 

3,404  52 

Gas  coal  on  hand. 

220  00 

Tar  on  hand. 

60  00 

Enrichers  on  hand. 

252  04 

Purifying  materials  on  hand, 

10  00 

Stoves  on  hand,     . 

1,060  17 

Gas  fixtures  on  hand,    . 

1,095  87 

Electric  plant, 

}  , 

23,565  28 

Lines,  meters,  lamps  and  globes  (electr-ic) 

3 

Due  for  electric  light  and  power. 

1,282  36 

Gas  engine  on  hand,     .... 

600  00 

Carbons  on  hand, 

34  00 

Tools, 

, 

426  00 

Oil  and  waste  on  hand, 

. 

27  50 

Pipe,  fittings,  etc., 

. 

455  00 
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Other  electric  materials  on  hand, 
Meter  pro  vers,      .... 
Sundry  accounts  due  the  company. 
Office  furniture,    .        .         .        . 
Notes  receivable,  .... 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance,         .         .         .      "  . 


Liabilities. 
Capital  stock,        .... 
Bonds  issued,        .... 
UniDaid  bills,  .... 

Interest  due  but  not  paid,     . 
Amonnts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,    . 
Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1889,  ....  $7,097  80 

Balance  of  gas  manufacturing  account. 
Balance  of  electi'ic  manufacturing  account. 

Rents, 

Interest  paid,         

Balance  June  30,  1890,  .        .        .        . 


$20  00 
137  00 
5,864  13 
150  00 
148  84 


$172,785  50 

9,615 

55 

fl82,401 

05 

$85,000  00 

85,000 

00 

1,334 

06 

2,550 

00 

8,516 

99 

$182,401  05 


$269  12 

1,593  13 

720  00 

5,100  00 

9,615  55 

$12,197  80 

$12,197  80 

SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas). 

Due  for  gas. 

Gas  coal  on  hand, 

Services, 

Enrichers  on  hand. 

Purifying  materials  on  hand 

Gas  burners  on  hand, 

Stoves  on  hand,    . 

Gas  engine  on  hand. 

Real  estate  (steam). 

Steam  plant. 

Steam  meters  and  fittings. 

Due  for  steam. 


$161,033  10 

209,537  08 

'  176,794  49 

28,250  76 

4,301  37 

4,423  61 

11,564  81 

828  43 

16  45 

634  76 

778  15 

300  00 

8,536  90 

75,250  09 

2,041  05 

4,558  21 
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Fuel  on  hand  (steam), 

Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company, 

OflSce  furniture,    . 

Cash  on  hand. 

Notes  receivable,  . 

Steam  heating. 


Total  assets,  as  per 


books  of  the  company, 
Liabilities. 


Capital  stock. 
Notes  payable, 
Deposits, 


Total  liabilities,  as  per  books  of  the  company, 
Protit  and  loss  balance,        .        .        .        . 


Profit  and  Loss  Account. 


Balance  June  30,  1889, 
Balance  of  gas  manufactui'ing  account- 
Interest  received,  . 
Rents,    .... 
Other  items  of  income. 
Dividends  declaimed. 
Interest  paid, 
Depreciation, 
Balance  Jrme  30,  1890, 


1821  25 
2,500  00 
1,221  08 
1,365  10 
20,088  65 
1,820  58 
241  95 

$716,907  87 


.     1500,000  00 

60,000  00 

603  95 

.     $560,603  95 
156,303  92 

$716,907  87 

Dh.  Cr. 

$155,492  66 
63,851  23 
665  50 
1,751  16 
2  62 
$40,000  00 
3,665  09 
21,794  16 
156,303  92 

$221,763  17   $221,763  17 


TAUNTON  ELECTRIC   LIGHTING   COMPANY, 

Assets. 

Real  estate,   .        .        . 

Steam  plant, . 

Electric  plant, 

Lines,  meters,  lamps  and  globes,         .... 
Due  for  electric  light  and  ^iower,         .... 

Euel  on  hand, 

Carbons  on  hand, 

Oil  and  waste  on  hand,  .         .   •      . 

Incandescent  lamps  on  hand, 

Globes  on  hand, 

Other  electric  materials  on  hand,         .... 
Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, 


$4,000  00 

10,000 

00 

14,000 

00 

10,000  00 

1,000 

00 

20 

00 

40 

00 

15 

00 

50 

00 

20 

00 

50  00 

4,462 

72 

J,657  72 


202                         GAS  COMMISSIONERS.  [Jan. 

Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, 3,000  00 

Unpaid  bills, 1,400  00 

a 

Total  liabilities,  as  per  books  of  the  company,     .         .  $34,400  00 

Profit  and  loss  balance, 9,257  72 


$43,657  72 


TAUNTON  GAS  LIGHT  COMPANY. 


Assets. 
Real  estate,   .        .    '    . 
Machinery  and  manufacturing  appliances. 
Due  for  gas,  . 
Gas  coal  on  hand, 
Coke  on  hand, 
Tar  on  hand, 
Enrichers  on  hand, 
Purifying  materials  on  hand. 
Other  gas  materials  on  hand, 
Stoves  on  hand, .    . 
Gas  fixtures  on  hand,    . 
Lungren  lamps  on  hand. 
Sundry  accounts  due  the  comjjany, 
Cash  on  hand,       .... 

Total  assets,  as  per  books  of  the  company. 


126,500  00 

63,500 

00 

9,384 

68 

494  70 

50 

486 

00 

1 

93 

172 

50 

252 

00 

1,309 

52 

2,317 

00 

1,183 

45 

2,269  54 

9,310  54 

f  107,182  36 

Liabilities. 

Capital  stock, $80,000  00 

Deposits, 189  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  f  80,189  00 

Profit  and  loss  balance, 26,993  36 


$107,182  36 

Profit  and  Loss  Account. 

De. 

Cb. 

Balance  June  30,  1889, 

$29,106  90 

Balance  of  gas  manufacturing  account. 

18,180  01 

Rents,       .        .        .        .        . 

150  00 

Other  items  of  income,    .... 

17  06 

Dividends  declared,         .        . 

$8,000  00 

Old  bills  charged  off,       .... 

421  50 

Depreciation, 

11,738  36 

Other  items, 

300  75 

Balance  June  30,  1890,    .... 

26,993  36 

$47,453  97 

$47,453  97 
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UNION  ELECTRIC  LIGHT   COMPANY  (FRANKLIN). 

Assets. 

Real  estate, $5,000  00 

Steam  plant, 9,341  84 

Electric  plant, 15,483  74 

Lines,  meters,  lamps  and  globes,         .      ^.        .        .        .  14,858  77 

Well, 124  21 

Incandescent  lamps  on  hand, 880  00 

Other  electric  materials  on  hand, 2,371  16 

Motors  on  hand,  tools, 130  97 

Horses,  wagons,  etc., .  270  00 

Smidry  accounts  due  the  company, 325  36 

Oifice  fmmitm-e, 110  79 

Cash  on  hand, 332  78 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,         .... 


t9,229  72 
2,016  15 


$51,245  87 
Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills, 1,245  07 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  Loss  Account 

Balance  of  electric  manufacturing  account. 

Interest  paid, 

Balance  June  30,  1890,    .        .  '      . 


my,  . 

$51,245  87 

JNT. 

Dr. 

Cr. 

$216  15 

1,800  00 

$2,016  15 

$2,016  15 

$2,016  15 

UNITED   ELECTRIC  LIGHT   COMPANY    (SPRINGFIELD). 


Assets. 


Real  estate,   .... 

Steam  plant, .... 

Electric  plant. 

Lines,  meters,  lamps  and  globes, 

Oil  and  waste  on  hand, 

Due  for  electric  light  and  power 

Fuel  on  liand, 

Carbons  on  hand. 

Incandescent  lamj)s  on  hand. 

Globes  on  hand,    . 

Other  electric  materials  on  hand 

Motors  on  hand,    . 

Electi'ic  fixtures  on  hand,     . 


$60,661  70 

54,125  18 

118,429  95 

93,670  53 

125  41 

12,621  86 

233  08 

185  63 

7,593  26 

231  10 

606  50 

13,714  20 

5,367  08 
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Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company. 

Office  furniture,    . 

Investments,  .... 


Total  assets,  as  per  books  of  the  company,   . 


1305  00 

12,430  96 

467  10 

2,602  69 


,371  23 


Liabilities. 
Capital  stock,        .... 
Notes  payable,      .... 
Unpaid  bills,         .... 
Unpaid  dividends,         .         : 
Amounts  due  from  the  comi^any,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,     . 


1300,000  00 

73,000  00 

9,190  34 

13  60 

1,167  39 

,371  23 


Profit  and  Loss  Account. 


Balance  June  30,  1889,  .... 

Balance  of  electric  manufacturing  account, 

Rents, 

Dividends  declared, 

Interest  paid, 

Other  items, 


Dk. 

Cr. 

$1,.593  70 

$21,937  04 

1,259  17 

13,015  00 

7,811  48 

776  03 

$23,196  21 

123,196  21 

UXBRIDGE  AND  NORTHBRIDGE  ELECTRIC  COMPANY. 

Assets. 


Real  estate, 

Steam  plant,  '.  .  .  . 
Electric  plant,  .  .  .  . 
Lines,  meters,  lamps  and  globes, 
Franchise, 


$4,552  99 
3,750  00 
6,150  00 

25,401  65 
500  00 

$40,354  64 
57  36 

$40,412  00 
Liabilities. 

Capital  stock, |20,000  00 

Bonds  issued, 8,000  00 

Unpaid  bills 12,412  00 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance,         .... 


Total  liabilities,  as  per  books  of  the  company, 


$40,412  00 
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Profit  and  Loss  Account, 


Balance  of  electric  manufacturing  account, 
Balance  June  30,  1890,        .... 


Dr. 

157  36 
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$57  36 
$57  36 


WALTHAM  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas). 

Meters  (gas), 

Due  for  gas, 

Gas  coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Purifying  materials  on  hand. 

Other  gas  materials  on  hand, 

Stoves  on  hand,     . 

Gas  fixtures  on  hand,    . 

Steam  plant  (electric). 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Due  for  electric  light  and  power, 

J\iel  on  hand  (electric  light). 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Globes  on  hand,    .... 

Other  electric  materials  on  hand, 

Horses,  wagons,  etc.,    . 

Sundry  accounts  due  the  company. 

Office  furniture,    .... 

Cash  on  hand. 

Electric  plant  extension. 

Total  assets,  as  per  books  of  the  company. 


124,805 

78 

80,077 

06 

42,847 

75 

5,500 

00 

6,272 

34 

614  62 

■155 

88 

587 

00 

18 

00 

744 

52 

188 

34 

1,248 

10 

8,673 

73 

14,130  73 

20,411 

79 

2,139 

92 

245 

50 

65 

53 

63 

95 

449 

20 

16 

97 

1,097 

99 

873 

97 

2,631 

40 

750 

98 

2,153 

51 

6,515 

15 

$222,779 

71 

Liabilities. 

Capital  stock, .'        .  $140,000  00 

Bonds  issued, 20,000  00 

Total  liabilities,  as  per  books  of  the  company,     .        .  $160,000  00 

Profit  and  loss  balance, 62,779  41 


,779  41 
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Pkopit  and  Loss  Account. 


Dr. 

Ce. 

Balance  June  30,  1889,          .... 

$48,699  63 

Balance  of  gas  manufaeturino^  account, 

19,044  50 

Balance  of  electric  manufacturing  account, 

6,0,35  42 

Interest  received, 

51  50 

Other  items  of  income,          .... 

94  89 

Dividends  declared, 

|8,400 

00 

Interest  paid, 

1,022 

00 

Depreciation, 

724 

23 

Balance  June  30,  1890, 

62,779 

71 

f72,925 

94 

$72,925  94 

WARE   ELECTRIC   LIGHT   COMPANY. 

Assets. 


Real  estate, 

Steam  plant, 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Sundry  accounts  due  the  company, 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Liabilities. 


Capital  stock, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company, 


$1,927  84 

2,530 

97 

7,111 

65 

11,990 

36 

177 

86 

445 

98 

$24,184  56 

457 

96 

$24,642  52 

$15,000  00 

9,642 

52 

$24,642  52 

WEBSTER  ELECTRIC   COMPANY. 

Assets. 

Real  estate  (gas), ^ 

Machinery  and  manufacturing  appliances  (gas),   ' 
Street  mains  (gas), I     * 


Meters  (gas), 

Gas  coal  on  hand. 

Coke  on  hand. 

Gas  on  hand. 

Barrels  on  hand,    . 

Real  estate  (electric), 

Steam  plant  (electric) 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) 

Electric  materials  on  hand, . 

Sundry  accounts  due  the  company, 


J 


$30,469  90 

681  29 

66  00 

25  00 

57  00 

47,371  13 

2,015  95 

1,798  29 
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Cash  on  hand, $339  32 

Notes  receivable, 44  00 

Unexpired  insurance, 70  17 

Total  assets,  as  per  books  of  the  company,  .        .        .  $82,857  91 

Liabilities. 

Capital  stock, ,        .  $45,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2,480  34 

Unpaid  bills, 2,345  25 

Total  liabilities,  as  per  books  of  the  company,    .        .  f  79,825  59 

Profit  and  loss  balance, 3,102  49 


Pkofit  and  Loss  Account 


Balance  June  30,  1889,  .        .        .        . 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Other  items  of  income,         .... 

Interest  paid, 

Balance  June  30,  1890,  .        . 


[JNT 

$82,928  08 

De. 

Ce. 

$1,296  24 

688  25 

1,478  01 

1,639  77 

1 1,899 

78 

3,102 

49 

,002  27 


5,002  27 


WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER   COMPANY. 

Assets, 

Real  estate, 

Steam  plant, .         .         .         . 
Electric  plant,       .... 
Lines,  metei'S,  lamps  and  globes. 
Patent  rights  and  franchise. 
Due  for  electric  light  and  power. 
Other  electric  materials  on  hand, 
Sundi'y  accounts  due  the  company. 
Cash  on  hand,       .... 


Total  assets,  as  per  books  of  the  company, 


$5,744  88 

6,981 

66 

10,780  45 

14,009 

68 

4,500 

00 

703 

90 

859 

02 

866 

25 

105 

28 

,551  12 


Liabilities. 

Capital  stock, $22,700  00 

Notes  payable, 19,800  00 

Unpaid  bills, 1,957  87 

Total  liabilities,  as  per  books  of  the  company,     .        .  $44,457  87 

Profit  and  loss  balance, 93  25 


t,55i  n 
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WESTFIELD   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  apjjliances  (gas) 

Street  mains  and  services  (gas), 

Meters  (gas). 

Due  for  gas, . 

Gas  coal  on  hand, 

Enrichers  on  hand, 

Purif3ang  materials  on  hand 

Gas  fixtures  on  hand,    . 

Real  estate  (electric),  . 

Steam  plant  (electric). 

Electric  plant. 

Lines,  meters,  lamps  and  globes  (electric). 

Converters,    .... 

Due  for  electric  light  and  power. 

Fuel  on  hand  (electric  light). 

Carbons  on  hand, . 

Oil  and  waste  on  hand,         .  • 

Globes  on  hand,    . 

Other  electric  materials  on  hand. 

Sundry  accounts  due  the  company, 

Cash  on  hand,       .... 

Total  assets,  as  per  books  of  the  company, 


12,430  00. 

29,691  17 

15,204  50 

1,309  19 

2,278  49 

177  88 

156  53 

45  00 

118  08 

9,406  01 

6,476  71 

4,804  70 

10,231  57 

1,447  94 

868  33 

124  95 

173  55 

106  76 

23  00 

17  91 

1,730  06 

4,018  99 

^90,841  32 


Liabilities. 

Capital  stock, 

Notes  payable, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,     . 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30,  1889, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufacturing  account. 

Interest  received,  . 

Rents,    .... 

Dividends  declared, 

Interest  paid. 

Depreciation  (electric). 

Balance  June  30,  1890, 


154,000  00 

23,500  00 

1,367  27 

R8,867  27 
11,974  05 

^90,841  32 


Dr. 

Cr. 

$9,735  78 

7,238  65 

3,143  33 

1,704  19 

23  74 

$1,320  00 

3,000  02 

2,551  21 

11,974  05 

121,845  28 

$21,845  28 
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WEYMOUTH  LIGHT   AND    POWER   COMPANY. 


Assets. 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power. 

Fuel  on  hand, 

Carbons  on  hand, .         .         .         . 

Oil  waste  on  hand, 

Incandescent  lamj)s  on  hand, 

Globes  on  hand, 

Other  electric  materials  on  hand. 

Office  furniture, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, 


111,905 

41 

16,455 

93 

26,824  50 

67,386 

89 

2,776 

92 

550 

00 

474 

80 

23 

76 

120 

00 

20  70 

474 

60 

50 

00 

120  80 

$127,184 

31 

Liabilities. 

Capital  stock, $50,000  00 

Bonds  issued, 50,000  00 

Notes  payable, .  15,000  00 

Unpaid  bills, 10,953  21 

Total  liabilities,  as  per  books  of  the  comjoany,    . '       .  $125,923  51 

Profit  and  loss  balance, 1,260  80 


WHITMAN  ELECTRIC  COMPANY. 


S127,184  31 


Assets. 
Steam  plant,  .         .         .         . 

Electric  plant. 

Lines,  meters,  lamps  and  globas. 
Due  for  electric  light  and  power. 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,    .... 
Other  electric  materials  on  hand, 
Horses,  wagons,  etc.,    ■. 
Sundry  accounts  due  the  company. 
Cash  on  hand,        .... 

Total  assets,  as  per  books  of  the  comjDany, 


$1,235 

00 

6,135 

00 

13,883 

33 

439 

89 

41 

84 

53 

80 

152 

50 

14 

70 

1,363 

02 

150 

00 

346 

99 

619 

88 

$24,335 

45 
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Liabilities. 


Capital  stock, 

Notes  payable, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


[Jan . 


$20,000  00 
3,428  07 

123,428  07 
907  38 

$24,335  45 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets. 


Electric  plant,  .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  jjower. 
Fuel  on  hand,  .... 
Carbons  on  hand, .... 
Oil  and  waste  on  hand. 
Other  electric  materials  on  hand. 
Sundry  accounts  due  the  company. 

Insurance,     

Cash  on  hand,       .... 

Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,        .... 


16,654  57 

5,820  27 

74  31 

2  43 

5  00 

52  19 

1,178  57 

11  70 

80  21 

11,805  14 

125,684  39 

145  58 


$25,829  97 
Liabilities. 

Capital  stock, $12,000  00 

Unpaid  bills 13,829  97 


Total  liabilities,  as  per  books  of  the  company, 


$25,829  97 


Profit  and  Loss  Account. 

Balance  of  electric  manufacturing  account, 
Balance  June  30,  1890,  .... 


Dr. 

$145  58 


$145  58 


Cr. 

$145  58 
$145  58 


WOBURN  ELECTRIC  LIGHT  COMPANY. 
Assets. 


Real  estate, 

Steam  plant, 

Electric  plant,       .         .         .         . 
Lines,  meters,  lamps  and  globes. 
Patent  rights,         .         .         .         . 
Due  for  electric  light  and  power, 
Fuel  on  hand. 


f21,608  36 

29,414  87 

51,708  35 

112,125  58 

21,000  00 

2,189  40 

1,406  30 
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Carbons  on  hand, .... 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand. 
Globes  ou  hand,    .... 
Other  electric  materials  on  hand. 
Electric  fixtures  on  hand,     . 
Sundry  accounts  due  the  company, 
Ofiice  furniture,    .... 
Cash  on  hand,        .... 

Total  assets,  as  per  books  of  the  company 


$70 

00 

49 

75 

718 

90 

944 

00 

6,835 

30 

722 

73 

6,190  79 

150 

25 

5,306 

74 

$258,006  76 


Liabilities. 

Capital  stock, $120,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 28,430  90 

Unpaid  bills, 8,095  74 

Total  liabilities,  as  per  books  of  the  company,     .         .      $256,526  24 
Profit  and  loss  balance, 1,480  52 

Profit  and  Loss  Account, 

Balance  June  30,  1889 

Balance  of  electric  manufacturing  account, 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1890,         .... 


$258,006  76 

Dr. 

Cr. 

$1,579  85 

$4,477  87 

900  00 

517  50 

1,480  52 

t,477  87 


,477  87 


WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances,  . 

Street  mains, 

Meters, 

Due  for  gas, '      • 

Gas  coal  on  hand,  .         .         .         . 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,       .         . 

Other  gas  materials  on  hand, 

Office  furniture, 

Cash  on  hand,       ........ 

Notes  receivable,  ........ 

Investments, 

Total  assets,  as  per  books  of  the  company,  . 


$9,500  00 

28,000 

00 

28,000 

00 

3,000  00 

1,807 

63 

927 

50 

300 

00 

140  00 

100  00 

235 

87 

140 

25 

4,868 

15 

2,500 

00 

7,350  00 

3,869  40 
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Liabilities. 

Capital  stock, $45,100  00 

Unpaid  bills,         , 84  00 

Deposits, 5  00 

Total  liabilities,  as  per  books  of  the  company,    .        .  $45,189  00 

Profit  and  loss  balance, 41,680  40 


Profit  and  Loss  Account. 


Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account. 

Interest  received,  . 

Other  items  of  income, 

Dividends  declared. 

Construction  charged  off, 

Depi'eciation, 

Balance  June  30,  1889, 


$86,869  40 

[JNT. 

Dr. 

Ck. 

$41,311  69 

4,968  65 

478  83 

272  23 

$3,608  00 

251  26 

1,491  74 

41,680  40 

$47,031  40 

$47,031  40 

WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Steam  plant,.  .... 

Electric  plant,       .... 
Lines,  meters,  lamps  and  globes. 
Due  for  electric  light  and  power, 
Fuel  on  hand,        .... 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,    .... 
Other  electric  mateinals  on  hand. 
Electric  fixtures  on  hand,     . 
Sundry  accounts  due  the  company. 
Office  furniture,    .... 
Cash  on  hand,        .... 


Total  assets,  as  per  books  of  the  company, 


Capital  stock, 
Notes  payable. 
Unpaid  bills, 


Liabilities. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$78,436 

97 

43,363 

69 

40,822 

40 

54,637 

23 

11,443 

38 

66 

08 

450 

00 

26 

72 

343 

70 

289 

13 

2,737 

99 

1,245 

55 

1,019 

28 

1,057 

07 

4,225 

07 

$240,160 

16 

$200,000 

00 

10,000 

00 

10,985 

82 

$220,985  82 
19,174  34 


$24,160  16 
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Profit  and  Loss  Account. 


Dr. 

Ck. 

Balance  Jtme  30,  1889, 

13,431  38 

Balance  of  electric  manufacturing  accovrnt, 

28,654  74 

Interest  received, ..... 

716  19 

Other  items  of  income. 

129  20 

Dividends  declared,       .... 

$8,750  00 

Depreciation, 

4,992  17 

Other  items, 

15  00 

Balance  June  30,  1890,          .         .   '     . 

19,174  34 

132,931  51 

$32,931  51 

WORCESTER   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, .        . 

Machinery  and  manufacturing  appliances,  .        .        .        . 

Street  mains,         , 

Meters, 

Due  for  gas, 

Gas  coal  on  hand,  .        .        . 

Coke  on  hand, 

Tar  on  hand,  .         .        -. 

Enrichei-s  on  hand,        . 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand, 

Cash  on  hand,        .         . 

Investments, 


$126,000  00 

179,083  88 

222,380  33 

19,333  66 

959  34 

6,480  00 

875  00 

1,575  00 

815  00 

100  00 

2,607  45 

996  00 

4,000  63 

3,352  50 


Total  assets,  as  per  books  of  the  company. 
Liabilities. 


$568,058  79 


Capital  stock,         ...... 

. 

$500,000  00 

Notes  payable, 

20,000  00 

Deposits 

949  00 

Unpaid  dividends, 

10,228  00 

Total  liabilities,  as  per  books  of  the  company,    . 

$531,177  00 

Profit  and  loss  balance, 

36,881  79 

$568,058  79 

Profit  and  Loss  Account. 

Db. 

Ck. 

Balance  June  30,  1889,          .... 

$22,502  02 

Balance  of  gas  manufacturing  account, 

56,123  02 

Interest  received, 

392  95 

Other  items  of  incpme. 

20  45 

Dividends  declared,      .... 

$40,000  00 

Interest  paid, 

1,583 

06 

Depreciation, 

573 

59 

Balance  June  30,  1890, 

36,881 

79 

179,038 

44 

$79,038  44 
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APPENDIX  B. 


[Chap.  252,  Acts  of  1890.] 

An    Act    remoying   restrictions    from   the   manufacture   and 
sale  of  water  gas  for  illuminating  purposes. 

Be  it  enacted,  etc  ,  as  folloics : 

Section  1 .  Section  fourteen  of  chapter  sixty-one  of  the  Pub- 
lic Statutes,  relating  to  the  inspection  of  gas,  is  hereby  amended 
by  striking  out  in  the  fifteenth  line  the  words  "  or  more  than  ten 
per  cent,  of  carbonic  oxide,"  so  that  the  last  two  clauses  of  said 
section  as  amended  shall  read  as  follows  :  — When  the  gas  of  any 
company  is  found  on  three  consecutive  inspections  to  give  less  light 
than  fifteen  standard  English  candles,  or  to  contain  more  than 
twenty  grains  of  sulphur  or  ten  grains  of  ammonia  per  hundred 
cubic  feet  of  gas,  or  any  sulphuretted  hydrogen,  a  fine  of  one  hun- 
dred dollars  shall  be  paid  by  such  company  to  the  city  or  town 
supplied  by  it.  When  during  the  test  the  consumption  of  gas 
varies  from  five  feet^per  hour,  or  the  candle  from  one  hundred  and 
twenty  grains  per  hour,  a  proportionate  correction  shall  be  made 
for  the  candle  power. 

Section  2.  Chapter  four  hundred  and  twenty-eight  of  the  acts 
of  the  year  eighteen  hundred  and  eighty-eight,  authorizing  the  gas 
commissioners  to  license  certain  gas  companies  to  make  and  sell 
water  gas  for  illuminating  purposes,  is  hereby  repealed. 

Section  3.  This  act  shall  take  effect  upon  its  passage. 
[Approved  April  30,  1890.'] 


[Chap.  371,  Acts  of  1890.] 

An    Act    in    relation    to    bonds    issued    bt    electric    light 

companies. 
Be  it  enacted,  etc  ,  as  follows : 

Section  1.  Any  company  now  or  hereafter  established  under 
the  laws  of  the  Commonwealth  and  having  the  right  to  erect  and 
maintain  posts,  wires  or  other  fixtures  in,  over  or  under  public 
streets  and  highways  for  the  purpose  of  furnishing  electricity  for 
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light  or  power,  is  hereby  authorized,  subject  to  the  provisions  of 
this  act,  to  secure  the  payment  of  bonds  issued  or  to  be  issued  by 
such  corporation  by  a  mortgage  of  its  franchise  in  connection  with 
its  tangible  property  ;  so  that  all  persons  acquiring  any  posts, 
wires  or  fixtures  by,  through  or  under  such  mortgage  shall  have 
the  same  rights  and  be  subject  to  the  same  obligations  with 
respect  to  the  erection,  care  and  maintenance  of  such  posts,  wires 
and  fixtures  as  would  be  vested  in  aud  imposed  upon  the  corpora- 
tion itself  had  not  such  mortgage  been  made.  Such  mortgage 
and  all  bonds  hereafter  issued  shall  be  authorized  by  vote  of  a 
majority  in  interest  of  the  stockholders  of  the  company  at  a  meet- 
ing called  for  that  purpose  ;  and  the  rate  of  interest  on  such  bonds 
shall  not  exceed  six  per  centum  per  annum. 

Section  2.  No  bonds  shall  be  issued  by  any  such  company  for 
an  amount  exceeding  its  capital  stock  which  shall  at  the  time  have 
been  actually  paid  in  and  applied  to  the  purposes  of  the  corpora- 
tion ;  and  the  proceeds  of  all  bonds  shall  be  applied  to  the  pay- 
ment of  obligations  incurred  for  the  enlargement  or  extension  of 
the  plant  or  the  purchase  of  real  estate  for  the  use  of  the  company, 
or  for  the  payment  of  liabilities  existing  at  the  time  of  the  passage 
of  this  act. 

Section  3.  This  act  shall  take  effect  upon  its  passage. 
\^Ap2)7'oved  June  3,  1890.'] 


[Chap.  404,  Acts  of  1890.] 
An  Act  relating  to  the  regulation  and  supervision  of  wires 

OVER    streets    or   BUILDINGS    IN    CITIES. 

Be  it  enacted  etc.,  asfolloivs: 

Section  1.  Every  person  or  corporation,  private  or  municipal, 
owning  or  operating  a  line  of  wires  over  streets  or  buildings  in  a 
city,  shall  use  only  wires  that  are  suitable  and  strong ;  shall  suita- 
bly and  safely  attach  them  to  strong  and  sufficient  supports,  and 
insulate  them  at  all  points  of  attachment ;  shall  remove  all  wires 
abandoned  for  use  ;  shall  suitably  insulate  every  wire  where  it 
enters  a  building,  and,  if  such  wire  is  other  than  a  wire  designed 
to  carry  an  electric  light  or  power  current,  shall  attach  to  it  at 
suitable  and  convenient  points  in  the  circuit,  calculating  to  prevent 
danger  from  fire  and  near  the  place  of  entering  the  building,  an 
appliance  calculated  to  prevent  at  all  times  a  current  of  electricity 
of  such  intensity  or  volume  as  to  be  capable  of  injuring  electrical 
instruments  or  causing  fire  from  entering  the  building  by  means  of 
such  wire,  beyond  the  point  at  which  such  appliance  is  attached. 
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and  shall  suitably  insulate  every  wire  within  a  building  when  such 
wire  is  designed  to  carry  an  electric  light  current. 

Section  2.  Every  such  person  and  corporation  shall,  in  the 
several  cities,  within  six  months  after  the  appointment  of  the 
officer  hereinafter  provided  for,  affix  at  the  points  of  support  at 
which  any  such  wire  or  cable  containing  wires  is  attached,  a  tag 
or  mark  distinctly  designating  the  owner  or  user  of  such  wire  or 
cable.  No  such  tag  or  mark  shall  be  required  for  the  wires  of  a 
street  railway  company  used  for  the  transmission  of  its  motive 
power  nor  for  the  protection  or  support  of  such  wires. 

Section  3.  Every  city  shall,  by  ordinance,  designate  or  provide 
for  the  appointment  of  an  officer  who  shall  supervise  every  wire 
over  streets  or  buildings  in  such  city,  and  every  wire  within  a 
building  when  such  wire  is  designed  to  carry  an  electric  light  or 
power  current ;  shall  notify  the  person  or  corporation  owning  or 
operating  any  such  wire  whenever  its  attachments,  insulation, 
supports  or  appliances  are  unsuitable  or  unsafe,  or  the  tags  or 
marks  thereof  are  insufficient  or  illegible,  and  shall,  at  the  expense 
of  the  city,  remove  every  wire  abandoned  for  use,  and  every  wire 
which  after  the  six  months  aforesaid  shall  be  unprovided  with  a 
tag  or  mark,  as  hereinbefore  required,  such  expense  to  be  repaid 
by  the  owner  of  such  wire  ;  and  shall  see  that  all  laws,  ordinances 
and  regulations  relating  to  such  wires  are  strictly  enforced. 

Section  4.  Any  city  may  recover,  in  an  action  of  contract,  of 
the  person  or  corporation  owning  any  such  wire  as  is  hereinbefore 
described,  any  expense  which  it  may  have  incurred  for  any 
removal  thereof. 

Section  5.  Any  court  having  equity  jurisdiction  or  any  justice 
thereof,  in  term  time  or  vacation,  may,  on  a  petition  of  the  officer 
designated  or  appointed  as  aforesaid,  by  any  suitable  process  or 
decree  in  equity  enforce  the  provisions  of  this  act  and  may,  on 
such  petition,  issue  an  injunction  or  other  suitable  process  to 
restrain  the  use  or  maintenance,  or  to  cause  the  removal,  of  any 
wire,  post  or  other  support  erected,  maintained  or  used  in  viola- 
tion of  this  act. 

Section  6.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  11,  1890.'] 
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Pase 

Customers,  number  of  electric  light, .  93 

Daily  output  of  gas,  greatest  and  least, 56 

De.  L.  Sheplie  et  al.,  petition  for  supply  of  electricity, 7 

Dividends,  electric  light  companies, 81 

"           gas  companies, 46 

Dynamo  capacity,  maximum, 82 

Electric  light, 75 
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'      companies, 75 

'             "           boilers, 86 

'             "           dynamos, 86 
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'             "           water  power, 86 

Enrichers 62 
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price  of, 47 
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"         sold  to  public  lamps, 53 
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"      incandescent, 93 
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Materials  used,  oil  gas, 64 

"        "        water  gas, 64 
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"             "      "    per  mile  of  main,      ........  60 
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